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To lay a Log of Wood upon he Fire 
To dress the Fir Tree in its Gift attire 
To sing Old Carols of the Savior’s Birth 


| To fill all Hearts with Happiness and 
Mirth 


To Symbolize the Day with meanings 
True 


To wish your Neighbor what we wish 


for 
A. Good 
Old-Fashioned 
Merry Christmas 
“@he 


Medical Protective Company 


of 


Fort Wayne, Indiana 
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INVARIABLY 
Sterile; strong; compatible, 
neutral; flexible; accurately 
gauged, exactly chromicized 





DAVIS & GECK INC. » 211 TO 221 DUFFIELD STREET + BROOKLYN, N.Y.,U.S.A. 
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Treating 
Sinus 
Infection 
with the 
new 
Burdick 
Zoalite 





By Every Bedside 
For the Relief of Pain 


This is the beauty of the Zoalite in hospital use—that 
it needs no special wiring of any kind but can be 
attached to any ordinary electric light socket. 


Its therapeutic principle is heat—heat resulting from 
the resistance encountered by the Infra-Red rays on 
their way through the skin and into the tissues. 


Use it at the bedside. 
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Hospital 
Address 
The Burdick Corporation 
Formerly Burdick Cabinet Co. 
900 MADISON AVENUE 
Milton, Wisconsin 
FOCDPOM O CWD*t 
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You can 
purchase 
Digalen Ampuls 
direct from us 


in special Hospital Packages 


at $5.00 per 100 
‘Gleo, 


Be prepared for the heavy demands for 

digitalis you will have in the coming months. 
Order now. 
Ask for our catalogue of Special Hospital 
Packages in which Digalen, Allonal and other 
“Roche” Specialties are sold direct to hospitals 
and allied institutions. 


Coley, 


GheHoffiann-La Roche Chemical Works®<"%* 


Makers of “Medicines of Rare Quality 
19 Cliff Street, New York City, New York 
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WANT TO EARNA DOLLAR A MINUTE? 


Take a minute to write for our new booklet! 
It’s the best investment we know. 


Accredited Graduate Nurses, Dietitians, Techni- 
cians, Class A Physicians, are availing themselves of 
AZNOE’S SUPERSERVICE to obtain BETTER 
APPOINTMENTS. 


WHY? 


LET OUR BEAUTIFUL ILLUSTRATED 
BOOKLET TELL YOU! 


1. It is free for the asking. 


2. It explains why we are in touch with the best 
hospital openings throughout the United States. 


3. It shows how we apply SCIENCE to PLACE- 
MENT. 

4. It is full of interesting facts based on our 
twenty-eight years’ successful experience in 
National Medical Service. 


5. It tells how we can help YOU to a BETTER 
POSITION. 


WRITE FOR IT TODAY! 








CENTRAL REGISTRY FOR NURSES 
NATIONAL PHYSICIANS’ EXCHANGE 
30 North Michigan, Chicago 
Established 1896 
Member of the Chicago Association 
of Commerce 














a I 














Decem 
=== 








yer 





December, 1926 825 


Potassium Bismuth 
Tartrate D.R.L. 


A SUPERIOR BISMUTH 












“The superiority of Potassium Bismuth 
Tartrate is based upon high potency, 
more prompt and certain elimination 
and an almost complete absence of pain 
on injection. Its place in the treatment 
of syphilis is established. Ask your 
dealer for D. R. L. 


In a Class by Itself 


Neoarsphenamine 
a ae 


Passes Government tests for tolerance far 
beyond minimum requirements. The safety 
of this D. R. L. ods coupled with its 
extreme therapeutic efficiency, has made it 
the accepted standard drug in the treatment 
of syphilis. 





Insist upon D. R. L. from your dealer 








THE 
DERMATOLOGICAL RESEARCH LABORATORIES 
PHILADELPHIA 


ABBOTT LABORATORIES, NorTH CHICAGO, ILL. 


| NEWYORK SEATTLE SAN FRANCISCO LOS ANGELES TORONTO 
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ETOXOL is an effective dentifrice 
used to encourage systematic applica- 
| tion in the mouth of a selective germicidal 

and ‘detoxifying’ agent —- Sodium Ricino- 
leate. Towards the Streptococcus - pneumo- 
| coccus group, the Ricinoleate is particularly 
active, killing in 4% solution in one-half 
| hi yf minute’s time. HT | 











Ricinoleate, however, is its neutralization ||} 
of bacterial toxins. Guinea pigs injected [| 
with several lethal doses of virulent tox- y 
ins neutralized with the Ricinoleate are y 
both protected and rendered immune. 


| The most valuable characteristic of the |} 






















} Detoxol is suggested as a valuable aid 
) in the prevention and routine treat- 
| (i) ment of mouth infections generally. 
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Tasteless 
Odorless 
WHITE 
MINERAL OIL 
sieaasil ev 
STANDARD. OIL CO. 
U.S.A. 


CHICAGO 







































































latum Liquidum which marks the high 

point of the science of refining for me- 
dicinal uses. The viscosity is high— which mini- 
mizes leakage. The thoroughly asceptic conditions 
maintained throughout the manufacturing and pack- 
ing processes eliminates all chance of contamination. 
Stanolind Liquid Paraffin will reach you in perfect 
condition and will answer your every requirement. 


of CAREFULLY prepared brand of petro- 


We suggest you order a supply today. 


Standard Oil Company 


(Indiana) 
910 So. Michigan Ave. Chicago, Illinois 
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SNOWFLAKE is a real soap saver and the best aid 
to a perfect bleach. A true chemical compound. 
Snowflake is always uniform, never cakes and is as 
free running as sand. 
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The Solvay Process Co. 


Detroit, Mich. Syracuse, N. Y. Hutchinson, Kans. 
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CRESYLONE 


Better Than Carbolic Acid 


Bering as a sterilizing agent renders 
phenol or carbolic acid superfluous. It is 
freely miscible with water in all proportions so 
that any strength solution desired may be readily 
prepared; and it is much less toxic or irritating 
than a phenol solution of equivalent germicidal 
activity. 

Cresylone owes its germicidal powers to a special 
grade of cresols which are present in the proportion 
of 50 per cent. 


Cresylone is used for the disinfection of instru- 
ments, since it has no corrosive effect on either 
steel or nickel; for cleansing wounds and ulcers; 
and for sterilizing the hands of the surgeon and 
his attendants. Those who use Cresylone tell us 
that it renders the hands agreeably soft and sensi- 
tive and is without irritating effect. 


This product is especially useful for eer the 
operating room or cleansing the beds, walls and 
floor of the sick room or hospital ward. It is 
also of value when employed as a disinfectant for 
soiled clothing. 


The solutions commonly used are 1 to 2 - cent 
strength; a 214 per cent solution is equal germi- 
cidally to a 5 per cent phenol solution. 


Your correspondence is invited. Please let us 
know your requirements. We shall be glad to 
quote prices on any desired quantities. 


PARKE, DAVIS & COMPANY 


DETROIT, MICHIGAN WALKERVILLE, ONTARIO 
MONTREAL, QUEBEC 
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THE HOSPITAL BUYER CO., Inc. 
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Under the Mistletoe Bough 


A reader who has charge of a hospital in a far 
away tropic clime writes a most interesting letter, 
in which he betrays some traces of that nostalgia 
which can be expected when one is far from home 
and Christmas is approaching. 

“Oh, for a Christmas at home!’ writes he. 
“Where it is cold, and the clean, white snow is 
falling, and people know what Christmas means, 
for they are buying presents for each other and 
sending greeting cards; where the store windows 
are all a blaze and a glimmer of glory, and pictures 
and figures of Santa Claus are everywhere; where 
every family is gathering into itself for the great 
day, and will sit down to dinner in peace and good 
will under the mistletoe bough. 

“T am in the tropics. It is hot, terribly hot. A 
brazen sun shines all day, and the nights are damp 
and sticky. The poor people to whom we minister 
have no conception of what Christmas means. The 
climate will not allow us to have old-fashioned 
Christmas food. Oh, to be home for Christmas!” 

Now, you, reader, being a hospital executive, 
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may have to spend your Christmas within the insti- 
tution’s walls, and may also say, “Oh, to be home 
for Christmas!” But to our far away correspon- 
dent, home would be this country—-where Christmas 
is a great institution, one of our greatest, where 
everyone knows what Christmas means, and tries 
to live up to it. 


For, to us, Christmas is more than the birthday 
of the Nazarene. It is a survival of a custom as old, 
perhaps, as man—the custom of celebrating the 
winter solstice; the “yule feast” of the old Ger- 
mans, when the end of the year was celebrated 
with great festivities. 


Now, of course, there is a deeper meaning, for 
not only is it a festivity for the end of the year, but 
a celebration of the memorable day of Christ’s 
nativity, when the Wise Men from the East 
brought gifts to the manger in Bethlehem, and the 
gentle Mary looked down upon the Infant Who 
was to start our era of civilization. 


Living, as we do, under pressure, our thoughts 
and our actions, and sometimes our hearts, become 
hard and mechanical through the year, but the 
touch of Christmas has a softening effect, and the 
immortal slogan, “Peace on earth, good will to 
men!” brings to the surface again those kindly and 
human thoughts and actions which make mankind 
lovable. 
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General View of the Hospital 


The Iowa Methodist Hospital 
at Des Moines 
By George B. Lake, M. D. 


On a hill, not far from the 
center of the thriving and at- 
tractive city of Des Moines (the 
capital of Iowa) stands a hos- 
pital whose exterior, even, 
breathes an air of competence 
and serenity, while “behind the 
door knob” these qualities are 
yet more in evidence. 

Back in 1900, a public-spirited 
citizen of Des Moines found a 
child who needed hospital atten- 
tion, and also found it impossi- 
ble to have him so treated un- 
less someone would guarantee 
the expenses. 

From this incident grew the 
Iowa Methodist Hospital, from 
whose doors no worthy person, 
of whatever race, creed or color, 
is ever turned away uncared for. 

The hospital is a brick build- 
ing, six stories high, with a 
solarium and sun porches on top 
of that. 

The lobby has an appearance 
of clean simplicity, and the lack 
of overfurnishing gives it an air 
of spaciousness out of propor- 


tion to its true size. From this 
the business offices open, and 
here I found the cordial and dy- 
namic superintendent, Mr. C. C. 
Hurin, who sent a very attrac- 
tive and well-informed young 
lady to show me about. 


We Visited the Pediatric 
Department 


On the roof is the pediatric 
department, where thirty small 
beds are ready for the young- 
sters. The whole thing must 
have been planned by someone 
who knew and loved children. 

The living room is a great 
solarium covering 4000 square 
feet and glassed on all sides, giv- 
ing a charming view out over 
the city. The chairs and settees, 
adapted to the size of the tiny 
patients, are painted in white 
and bright colors. At the win- 
dows are gaily flowered cur- 
tains. The walls are embellished 
with the type of pictures which 
engage the childish fancy. 

Those who are able to be 
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about have a perfectly appointed 
dining room where, in small 
white chairs, they sit at a large, 
low, round table and eat their 
meals with all the dignity and 
circumstance of grown-ups. 
Here, too, are kiddie pictures 
and gay curtains. 

From each side of the solar- 
ium opens: a large, uncovered 
porch, where all patients take 
the sun and air in favorable 
weather. Truly, no child who 
has been in this attractive place 
would ever again fear a hospital! 

The sixth floor is the medical 
floor, though they also have to 
put medical cases on the second 
floor at times. In describing 
this floor, one describes all the 
floors, in a general way, as the 
plan and arrangement of all are 
practically the same. 


Floors Throughout of 
Terrazzo 
All floors, in corridors, oper- 
ating and service rooms, pa- 
tients’ rooms, and everywhere 
throughout the hospital, are of 
terrazzo. In the patients’ rooms, 
large and attractive rugs cover 
all but a border of the stone 














The Lobby and Reception Room 


floor. All furniture is pleasing 
and homelike, and there are cur- 
tains at all windows. The walls 
are tinted in colors—blue, yel- 
low, green—to within a foot of 
the ceiling and finished with a 
stenciled border. The whole ef- 
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fect is as little like the tradi- 
tional hospital room as possible. 

Each floor is a nursing unit, 
with a supervisor in charge. 
There are twenty-five beds to 
the floor, with four two-bed 
rooms, four rooms with adjoin- 
ing baths and two rooms with 
Ford type beds. 


Prices Moderate 


The corner rooms are $8.00 a 
day; other single rooms, $5.00; 
beds in two-bed rooms, $3.50. In 
the old wing, single rooms are 
$4.00 a day and beds in the four- 
bed wards are $3.00. In this 
wing there is a general bath and 
lavatory for men and one for 
women in each corridor. 

The main diet kitchen is on 
the sixth floor. To this the food, 
cooked in the main kitchen, 
comes on a dumb waiter. The 
dietitians weigh and measure 
the specially prescribed diets 
and prepare extra articles of 
food on a complete gas range. 

The other floors have smaller 
serving kitchens with smaller 
ranges and steam tables. All re- 
frigerators are run from a cen- 
tral refrigerator plant. 


Economy Practiced Wherever 
Possible 


In the diet kitchens, service 
rooms, nurses’ stations and vari- 
ous other places—but not in the 
patients’ rooms—are evidences 
of the economies which must be 
practiced to keep the institution 
self-supporting. Shelves, cup- 
boards, racks and tables are 
made of plain lumber by the 
hospital workmen. These are all 
painted so as to look clean and 
neat, and they serve the pur- 
pose as effectively as more ex- 
pensive equipment. 

Ice for ice-bags and other pur- 
poses is chopped by a machine 
in the basement, and each serv- 
ice room has a chest for keeping 
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a supply always on hand. The 
sinks in the service rooms and 
kitchens as well as in the oper- 
ating rooms have foot controls 
in place of hand-operated fau- 
cets. 


Obstetrical Department 
and Its Features 


The fifth floor contains the 
obstetrical department, and they 
handle from 650 to 700 deliveries 
here every year. 

The nursery facilities consist 
of two rooms, each with 20 
cribs. In one of these is a Hess 
incubator and bed, kept warm 
with a water jacket. There is 
also an “observation room,” 
where infants suspected of hav- 
ing infectious diseases can be 
isolated for a few days or until 
a positive diagnosis can be 
made. 

Another interesting feature is 
the incubator room, containing 
five cribs. The entire room has 
the features of an infant incu- 
bator and is equipped with ap- 
pliances for keeping its tempera- 
ture uniform and with every- 
thing necesary for the care of 
premature infants. Last year 76 
incubator babies were handled. 


Deliveries are accomplished in 
two well-equipped delivery 
rooms. In these, as well as in 
the operating rooms and at 
other strategic points, are wall 
clocks, controlled and operated 
by a master clock in the office. 


A special anesthetist is as- 
signed to the obstetrical serv- 
ice; but not every case is given 
an anesthetic. A nitrous oxide- 
oxygen machine is available for 
use in selected cases. 

The maternity service has also 
its complete sterilizer room for 
dressings, utensils, etc., where a 
steam-operated American steri- 
lizer installation is giving good 
service. 
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Library Service to the Patients 


- 


The room where patients are 
prepared for labor contains one 
or two noteworthy features, 
chief among which is a _ bath- 
table, high enough so that the 
nurse can work without stoop- 
ing. Over this is a mixer for 
hot and cold water and a 
shower head at the end of a 
flexible hose. With this arrange- 
ment, the woman can be given 
a complete and_ thorough 
shower bath without fatigue to 
herself or her attendant. , 


A locker room, with a shower 
bath and lavatory, is provided 
for the use of the physicians 
who work in this department, 
and there is also a rest room 
with two beds and a _ desk, 
where the attending obstetri- 
cians can sleep or study during 
the progress of the case. Spe- 
cial nurses from outside the hos- 
pital are provided with accom- 
modations, similar to those for 
physicians. There is an attrac- 
tive waiting room for relatives 
who are “standing by” to await 
the outcome. 


An Elaborate Baby Iden- 
tification System 


The baby identification system 
is rather elaborate. Before the 
child is taken to the nursery a 
small square of adhesive plaster, 
bearing the mother’s name, ad- 
dress and room number is placed 











The Nurses’ Home 


securely .on the small of its 
back, and a strip of adhesive 
plaster, with the name and sex 
of the child is fastened to the 
mother’s left wrist. 

The baby’s footprints are put 
on the birth certificate. Only af- 
ter all this, is the child removed 
to the nursery, where its name 
is placed on a card attached’ to 
the bassinet and the name and 
description of the infant entered 
upon the history chart. No 
youngster ought to go astray 
here. 

Surgical Pavilion 


The fourth floor is the sur- 
gical department, any overflow 
cases being housed on the sec- 
ond floor. The general arrange- 
ments are similar to those on 
the other floors. 

The surgical pavilion consists 
of four general operating rooms 
and an eye, ear, nose and throat 
room. All have tinted walls 
(two light-blue and two moss- 
green) and are tiled to a height 
of six feet. Wall fans and scrub- 
up sinks are installed in all 
rooms. Three of the rooms have 
anesthesia rooms in connection, 
while in the fourth the space is 
utilized as an orthopedic room 
and has a Hawley fracture table. 
Each room has a viewing box 
where X-ray films may be stud- 
ied during an operation. 

In the room where surgical 
dressings are prepared they have 
a Universal power cutting ma- 
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chine, for cutting rolls of gauze 
and bandages. It is giving good 
service and the nurses and or- 
derlies say they would not know 
what to do without it. 

The instrument room contains 
seven steel and glass cases filled 
with instruments and_ lockers 
where any _ physicians who 
choose may keep their emerg- 
ency surgical bags ready at a 
moment’s notice. 

The sterilizer room has a 
complete steam-operated Scan- 
lan Morris installation, with two 
large autoclaves, which is giving 
entire satisfaction. 


Second Floor Contains Labora- 
tory and X-Ray Depts. 

On the second floor, in addi- 
tion to overflow rooms for med- 
ical and surgical patients, are 
the laboratory, the drug room, 
the morgue and the X-ray de- 
partment. 

The laboratory is well 
equipped and does all routine 
work except Wassermann tests, 
including blood chemistry and 
tissue sections. They also have 























The Pediatric Department 


a small Harry M. Jones “Meta- 
bolimeter,” manufactured by the 
Middle West Laboratories, 
which is said to give very ac- 
curate results. The laboratory 
is in charge of a physician every 
morning, and there are three 
trained technicians. They con- 
duct a training school for lab- 
oratory workers. Last year they 


(Continued on page 882) 
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Chicago Home for Convalescent Women and Children 


The Hospital in Heart Association 
Programs 


Chicago Survey to Result in Energetic Efforts to 
Increase the Number of Convalescent Beds 


: Susa P. Moore, Chicago 


Functional relationships be- 
tween hospital and community 
in the care and prevention of 
heart disease have lately been 
under review in many different 
quarters. 

In London, where thorough- 
going method is the rule in 
every research project, the sci- 
entific committee of the British 
Medical Association, investigat- 
ing heart disease in children, 
has sponsored a joint study in 
which several large London hos- 
pitals will pool their cases of 
rheumatic fever with heart in- 
volvement under a single fully 
qualified worker, and will work 
out a better clinical and insti- 
tutional regimen for these cases. 

New York, strong in social 
agency affiliations, presents in 
the 1924 survey of hospitals 
made for the New York Acad- 
emy of Medicine an interesting 


picture of effective interrela- 
tionships between hospitals and 
auxiliary services. New York 
supports 50 per cent of all the 
convalescent beds in the whole 
country. 


Chicago Hospitals Well Organ- 
ized as Diagnostic Centers 


Chicago hospitals, according 
to survey just completed by the 
Chicago Heart Association, are 
particularly well organized as 
diagnostic centers and outpa- 
tient facilities, but the Chicago 
situation shows its greatest 
weakness in convalescent pro- 
vision, and the available records 
do not meet the statistical re- 
quirements necessary to demon- 
strate whether a logical propor- 
tion of all hospital beds is 
devoted to cardiac patients, 
whether the average number of 
bed days represents efficient 
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treatment of these cases, and 
what costs must be charged for 
their institutional care under 
present conditions. 

An average stay of twelve days 
may represent economic use of 
hospital facilities on the part 
of a surgical ward. Twelve 
weeks on an average may rep- 
resent better hospital economy 
in the treatment of cardiacs. 
The average return for hospital 
treatment was as high as 20 
per cent in one heart clinic 
within six weeks. 


What Constitutes Adequate 
Convalescent Care Being 


Considered 


What constitutes adequate 
convalescent care, and the 
means by which it is to be 
achieved raises involved matters 
of hospital economics which 
are under the serious consider- 
ation of a representative com- 
mittee sponsored by the Chicago 
Heart Association and headed 
by Dr. N. C. Gilbert, chairman 
of the executive committee of 
the Association. 

The survey of convalescent 
care for adults in Chicago 
should reveal differences in care 
which account in part for the 
fact that more clinic than pri- 
vate patients go on to become 
ward cases, more rheumatic 
hearts are found in the older 
age groups in the higher eco- 
nomic strata, and the highest 
morbidity rate in given medical 
classifications occurs ten years 
earlier in certain groups accord- 
ing to occupational classifica- 
tions. 

Does more consistent clinic 
supervision keep a patient am- 
bulatory or is this due to more 
prolonged bed care at an early 
stage of the disease? 

Chicago hospitals account for 
roughly 3,757,638 bed days a 
year. The estimated 9.5 per 
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cent of hospital service which 
should be devoted to cardiac 
care would allot to Chicago 
heart work 359,825 bed days an- 
nually. The ward bed service 
of a representative institution 
is given as $3.60 per day. 

This would mean an annual 
hospital expense of $1,295,372.20, 
Out-patient clinics and dispen- 
saries in Chicago during the 
year ended October 30, 1926, 
handled 11,152 heart cases, 
Overhead dispensary costs, ex- 
clusive of medical attendance, 
averaging $15.00 per patient 
would add to institutional costs 
the sum of $167,280. 


Convalescent Care in Chicago 
Incomplete 


Convalescent care is singu- 
larly incomplete in Chicago and 
what there is is uneconomically 
utifized. Only 266 beds are 
available throughout the city for 
the use of women, girls, and 
boys under age eight. Ward 
care for men exceeds ward pro- 
vision for women. 

The normal provision of one 
bed in twelve for convalescence 
would give a minimum require- 
ment of 1,225 beds. The need 
is acute. Good service in the 
hospital too often becomes fu- 
tile for lack of convalescent 
care. 











Physician Examining Patient in Chil- 
ren’s Cardiac Clinic of Michael 
Reese Dispensary 
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There are over 30 District Branches now es- 
tablished by the Victor X-Ray Corporation 
throughout U.S.and Canada. These branches 
maintain a complete stock of supplies, such as 
X-ray films, dark room supplies and chemicals, 
barium sulphate, cassettes, screens, Coolidge 
tubes, protective materials, etc., etc. Also 
Paranal Tose supplies. 

The next time you are in urgent need of supplies place 
your order with one of these Victor offices, conveniently 


near to you. You will appreciate the prompt service, the 
Victor guaranteed quality and fair prices. 


Also facilities for repairs by trained service men. Careful 
attention given to Coolidge tubes and Uviare quartz 
burners received for repairs. 


VICTOR X-RAY CORPORATION 


Main Office and Factory: 2012 Jackson Blvd., Chicago 
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Victor Radiograph Illuminator 


A distinct improvement in negative 
observation apparatus 


All Metal and Glass 
Complete for 110-volt current, $21.90 
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We play the good Samaritan 
to the heart patient when dis- 
ease occurs, but neglect him in 
early stages of his disease when 
simple rest in bed means pre- 
vention of disability. 


Convalescent Homes Preju- 
diced to Cardiacs 

Chicago convalescent homes 
are prejudiced against cardiacs. 
One large clinic reports that 
several unfortunate experiences 
with cardiacs in convalescent 
homes has made these institu- 
tions afraid of heart patients. 
Convalescent homes are not 
well staffed and usually have no 
resident physician. Any ade- 
quate scheme for the institu- 
tionalization of these patients 
should consider country con- 
valescence and sufficiently large 
units to permit a suitable staff. 


Study of Hospitalization Be- 
gins with Internal Admin- 
istration 


The study of hospitalization 
in heart disease must begin 
with internal administration to 
determine whether hospital fa- 
cilities are fully employed in an 
economic sense. 

Long-stay patients, retained 
because there is no place for con- 
valescence, may mean that the 
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diagnostic facilities and tech- 
nical staff are not fully em- 
ployed. When the average Stay 
is longer than twelve days in 
a surgical hospital it means that 
surgeons, surgical apparatus 
and operating pavilions could 
find fuller use. 

A recent study of twelve Lon- 
don hospitals shows an average 
stay of 19.57 days, varying from 
26.4 to 14.41 days. It is per- 
tinent here that the hospital 
showing the average of 14.4] 
days maintained an auxiliary 
hospital for convalescence and 
that the average combined cost 
per occupied bed of these two 
institutions saved $15.00 a year 
per patient over annual costs in 
the parent institution alone. 

The medical categories which 
made use of the convalescent 
home were, in the order named: 
Appendicitis; ear, nose and 
throat; pneumonia; alimentary 
ulcers; heart; tuberculosis; eye; 
rheumatism, nephritis, fractures; 
gall bladder; gastritis, debility 
and wounds. 


The Cost of Convalescent 
Beds 


Hospital beds for the con- 
valescent care of cardiacs within 


(Continued on page 888) 
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A radiograph of many cases under treatment for con- 
stipation would disclose an equally distended caecum, 
a similar prolapse of the transverse colon and the same 
sharp kink at the splenic flexure. 


Conditions Like This Respond 


with the application of the Surging Sine 
Wave Currents delivered by the 


“MORSE” WAVE GENERATOR 


Muscle exercise is required to restore muscle tone and 
it can be administered by this means. 

This is only one of many conditions where the Low Volt 
Currents are making themselves a valuable help to the 
Physiotherapy Department. 


Mail the Coupon for Complete Particulars 


GENERAL X-RAY COMPANY 
831-L Park Square Bldg. Boston, Mass. 


GENERAL X-RAY CO., 831-L Park Sq. Bldg. BOSTON, MASS. 


We want to know all about the Morse Wave Generator. Send complete 
particulars. 








Name 


Address 
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Manhattan Eye, mee and Throat 
ospita 


One of the pioneers in the 
field of special hospitals in New 
York is the Manhattan Eye, Ear 
and Throat Hospital, at 210 
East Sixty-fourth Street. 

It has a record of fifty-seven 
years of prosperity and work of 
the first order, and without mak- 
ing comparisons with other 
special hospitals in New York, 
it can be said in all truth that 
the Manhattan Eye, Ear and 
Throat Hospital need fear no 
rivals, for it stands foursquare 
on solid rock. 

Its Origin 

It is always interesting to 
know how a hospital started. In 
New York nearly all the hos- 
pitals have started in “brown- 
stones,” the regulation brown- 
stone residence of this city 
which, as everybody knows, was 
invariably four stories high not 
counting the basement. 

The Manhattan Eye, Ear and 





Throat Hospital was no excep- | 


tion to this iron-clad rule nor 
could it have been had it tried 
ever so hard, for at that time 
and even up to a few years ago 
all the residential streets were 
lined with “brownstones.” 

But, modest though its begin- 
ning was, and nervous though 
its progenitors were lest the 
hospital would prove a failure, 
the thirty beds in the “brown- 
stone” at 233 East Thirty-fourth 
Street were the harbinger of fu- 
ture prosperity. 

Twelve years later more com- 
modious accommodations were 
necessary, and a new building 
was acquired at 103 Park Ave- 
nue where seventy beds were 
the quota. We may well laugh 
today when we think of the size 
of our general and special hos- 
pitals and the special and even 
the general hospitals some forty- 
six years ago! 

But we should not be too 
acrimonious in our criticisms, 
for perhaps we are not so per- 
fect as regards our present-day 
hospitals as we think we are, 
and perhaps future generations 
will laugh at us on account of 
our vainglory. 


Present Site Acquired in 1906 


It was not long before those 
seventy beds were inadequate. 
In 1906 the present site in East 
Sixty-fourth was acquired, and 
a “modern” hospital built with 
a capacity of 165 beds. A seven- 
story annex and nurses’ home 
was added in 1917 at a cost of 
$350,000. 

But, the advancement of the 
hospital did not cease with this 
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- New Reduced Prices 
on Hospital Pads ¢ 


but no reduction in the generous size or in 
the Johnson & Johnson quality. 


These all-cotton pads are 4” x 9” witha 5” 
gauze tab on each end. The generous length 
insures comfort to bed patients, especially as 
the cotton layers are flat and smooth. No 
lumps, no ridges—and maximum absorbency. 





Samples and Prices on Request 


New Brunswick, 
NG Jy. US. Ae 























The Routine Hospital Remedy 
for Epilepsy 
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Among leading institutions using it 
re: 
As a General — ° 
° Craig Colony for Epileptics 
Sedative Indiana Village for Epileptics 
‘ Ps Ohio Hospital for Epileptics 
Luminal = also Arkansas State Hospital for Nervous Diseases 
extensively used in R. I. State Hospital for Mental Diseases 
various other condi- Manhattan State Hospital 
tions in small doses N. J. State Village for Epileptics 
of % to % gr. Iowa State Hospital and Colony for Epileptics 
N. C. State Colony for Epileptics 


None Genuine Without Winthrop Label 








Literature on Request 


Winthrop Chemical Co., Inc. 
117 Hudson Street ‘ New York, N. Y. 
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addition; three stories to the 
main hospital building were 
commenced in 1925 and these 


improvements, costing $600,000, 
have just been completed. 

Today the hospital has 200 
beds, sixty-five of which are 
private. The three stories are 
being put to good use—a solari- 
um, dressing rooms for special 
nurses, small utility rooms and 
two floors with twenty private 
rooms each. 


Metropolitan Hospital Recent- 
ly “Absorbed” by Manhattan 


Recently, the Metropolitan 
Hospital, at 350 West Thirty- 
fourth Street, entered the ranks 
of the Manhattan, the larger 
institution “absorbing” the 
smaller, and the smaller gaining 
in prestige thereby, and the 
larger in extension of work. A 
satisfactory arrangement all 
around and of equal benefit to 
the rich and poor. 


To Administer to Poor by 
Endowment Fund 


The officers of the Manhattan 
Eye, Ear and Throat Hospital 
are of the opinion that what 
with the additions that have 
been made since 1917 they need 
worry no longer about accom- 
modations but should extend 
their work among the poor. 

To do this an endowment fund 
is necessary, and to acquire this 
the officers are putting forth 
their best efforts. 

Surely in a city that is as 
public-spirited as New York, 
their efforts will not meet with 
failure but with success, espe- 
cially when it becomes known, 
as it must shortly, that the per- 
manent endowment fund will 
mean for the needy patients the 
best of treatment — treatment 
that will be inclusive of free 
medical attention, nursing, surgi- 
cal dressings, medicine, food, 
warmth and light. 
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You cannot give these thing, 
away openhanded unless the 
wherewithal is within reach, ang 
the wherewithal can come only 
from a permanent endowment 
fund. 

The poor are always with 
us, and it is no spoiling of them 
to give them the best medical 
attention when they are sick, no 
matter what may be the attitude 
toward them when they are well 
by those “moderns” who think 
that the poor should be let alone 
to fight the battle of life single. 
handed. 

Last year’s record of the hos. 
pital shows that seven times as 
many ward patients as private 
patients were admitted. The 
hospital has one of the largest 
out-patient departments in the 





city, with facilities for treating | 


1,000 patients in two hours. 


Few Special Hospitals in 
Existence 


It seems strange, indeed, that 
in this country there should be 
so few special hospitals. The 
practice of medicine is no 
longer in the hands of the gen- 
eral practitioner, and good 
though he was and good though 
he is today, medicine is now a 
matter of many specialties. 
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Your clinical thermometer is 
an actual measure of the effec- 
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Let the 
much as they will, the moder 


trend is toward specialization in 


medicine, and it will be so to 
greater degree in 
And this being true, the matte 


of special hospitals is bound to 


be developed along lines in con 


sonance with the increasing spe- 


cialization. 


Much to Be Gained from 
Special Hospitals 
What 


They are many. 
place, the staff of physicians is 
composed of the best men in 
their individual line of work; in 
the second place, concentration 
on one part of the body, fol- 
lowed by study and research, 
cannot fail to be of great help 
to the patient. 
The eye, ear and throat de- 
partments in general hospitals 
are not without their worth and 
value, and it would be prejudi- 
cial to the last degree to say 
that their dispensary patients 
are neglected in the slightest 
way; but it can be stated with- 
out incurring the charge of 
falsehood that the best equipped 
specialists today are to be found 
in our special hospitals, be these 
hospitals devoted entirely to the 
treatment of the eye, ear, throat 
or any of the other specialties. 
Take the times to task and 
not the man; take the special- 
ties to task and not the special- 
ists. But even after berating 
the specialist for his desire to 
work in a special hospital where 
his specialty is “fed” daily by 
new and at times extraordinary 
cases which would hardly ever 
drift to a special department in 
a general hospital, the harshest 
critic cannot but admit that his 
field for activity is greater in a 
special hospital and that the 
good he does the community is 
greater also in circumstances 


old-timers croak as 


the future. 
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that add materially to 
n growth as a specialist. 

It is with these thoughts in 
a mind that we hope that the 
permanent endowment fund 
r which the officers of the Man- 
hattan Eye, Ear and Throat 
Hospital so greatly desire, to 
help along the good cause of 
specialization in medicine among 
the poor, will soon reach frui- 
tion. 


his 





are the benefits to be 
accrued from special hospitals? 


In the first 


STUDY AND VALUES 


If you go out to buy any 
commodity you expect to get 
your money’s worth—you do 
not intend to take less, and you 
are a fool if you expect to get 
more. The only possible rea- 
son why people will pay more 
for a Rolls-Royce than they 
will for a Ford is because the 
Rolls-Royce is a better car. 

Hospital service is as much 
a commodity as beef or gaso- 
line, and there are more differ- 
ent grades in that commodity 
than there are in food and 
clothes. If you offer the public 
a high-grade product you can 
demand and receive a_ higher 
price than they will pay for an 
inferior article. 

The use of that word, prod- 
uct, was not accidental. Hos- 
pital service is as much a prod- 
uct as is bread or vacuum 
cleaners. 

We have built up a service by 
much thought and hard work, 
and if we have stopped there 
the thing has been going to 
pieces ever since, the same as 
any other mechanism which is 
neglected. 

Which are the _ institutions 
whose beds are always full, 
where patients pay their bills 
cheerfully and where the indi- 
viduals or communities that 
support them contribute eagerly 
and generously? 


(Continued on page 894) 
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avpy. hibbs. 


I know it’s coming! First, 
Miss Frankquist tells me she 
wants a picture for the cover this 
month with “Christmas” in it; 
and then my little girl asks, 
“Daddy, isn’t there something 
you would like?” and my little 
boys asks, “Why do the English 
people call the day after Christ- 
mas ‘Boxing Day’? Do they 
fight on that day?” 

And I have to explain that 
that was the ancient day on 
which the Christmas present 
was given. The English called 
it a “Christmas box”. There is 
an old poem which says: 


Gladly, the boy, with Christ- 
mas box in hand, 

Throughout the town his devi- 
ous route pursues; 

And, of his master’s customers, 
implores 

The yearly mite; 
he shakes; 

The which, perchance, 
pers few consists, 

Whose dulcet jingle fills his soul 
with joy. 


often his cash 


of cop- 


I tell him, “I remember, in the 
old country, when the lamp 
lighter and the street-crossing 
sweeper and such folk carried 
a little box around their necks, 
with a slot in the top, into 
which you were supposed to 
put something on ‘Boxing Day’. 
The apprentices in the shops all 
had their boxes out. 

“Funny, how these old cus- 
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toms survive, especially a cus- 
tom of this kind, because I 
notice that the elevator man in 
several buildings I go into man- 
ages to have a place in his cage, 
and there’s a box with a slot 
in the top of it and suitable 
decorations all around it, a gen- 
tle hint that he would like to 
be remembered in some more 
substantial way than telling 
him the name of the floor you 
wish him to stop at. 

“IT remember that at the cor- 
ner of our strect, when I was a 
little boy, for about a weck be- 
fore Christmas there was an old 
blind man who used to stand 
there, and all day long he would 
sing: 

“‘Christmas is coming, the 
geese are getting fat; please put 
a penny in the old man’s hat!’” 

And then the young rascal 
nearly spills somebody’s beans, 
and he begins to tell me some- 
thing, until his auntie and his 
sister hush him up, and I smell 
a rat, or, rather, a present. 

And on Christmas morning, I 
shall be greatly surpvised and 
delighted when I am waked up 
and hauled out to the Christ- 
mas tree, and there’s a mys- 
terious looking box there, 
which I open and examine and 


gloat over, and—Oh,_ well, 
Christmas is coming. 


All the romances do not hap- 
pen in story books. Some of 
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THE KELEKET SINGLE ILLUMINATOR 
will give you 
Correct Intensity and Distribution of Light 


You can now get the maximum diagnostic value of a negative. With a 
Keleket Single Illuminator, both the direct and reflected light of the high 
candle power daylite lamp passes through the opal glass and is diffused, 
giving an intensity that speleaas the best diagnostic effects. 


It is equipped with a universal bracket for mounting on a_ wall, desk, or 
filing cabinet. Being built of steel, it requires a very limited space, ’and 
comes fully equipped with lamp, switch, extension cord and plugs. This is 
only one of the many Keleket X-ray accessories preferred by the leading 
practitioners of the nation. 

Other Keleket accessories are: 

Aerial tubing and fittings, books for reference work, Bucky diaphragms, 
cassettes, cathode connectors, chemicals, compression bands, cones, Coolidge 


film filing envelopes, foot switches (with or without light controls), head 
rests, head tables, illuminators and stereoscopes, interval timers, meters, pro- 
tective materials and equipment, plate chests, reels and attachments, relays 
and circuit breakers, safe lights, screens, sphere gaps, tables (radiographic 
or fluoroscopic), tube racks, tube shields—everything for the Roentgenologist. 


Our representative in your territory will be glad to serve you—or write 


THE KELLEY-KOETT MFG. CO., Inc. 


211 W. 4th Street Covington, Kentucky, U.S.A. 
‘*The X-ray City’’ 
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X-RAY EQUIPMENT 
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them take place under our very 
noses—and some day I think I 
shall write a little book about 
business romances, and all I 
shall have to tell will be plain 
tales that I hear over my desk. 

For instance, George Flint, of 
the Flint Eaton Company, was 
in to see me a couple of days 
ago, and he told me how, years 
ago, when his dad, then a young 
man, started a little pharma- 
ceutical business, his travels in- 
cluded the mountainy districts 
of Kentucky and _ Virginia, 
where he used to sell pharma- 
ceuticals to the doctors who 
rode out on horseback to see 
their patients. 

One old doctor there kicked 
a box out from under his desk, 
and in this box there were some 
roots, and he said to Mr. Flint: 
“T wish you would make up an 
extract of this for me, and save 
me the trouble of doing it.” 

When he was asked what the 
extract was used for, he said: 

“Oh, this is the root of a plant 
called ‘Jersey tea,’ and it is the 
only thing I know that stops 
certain types of bleeding, such 
as menorrhagia. Some of the 
old farmers here gather these 
roots for me in the fall, and it 
has been traditional in these 
mountains that this plant will 
stop bleeding.” 

Mr. Flint got some of the 
plant and had it classified. He 
found it was the bark of the root 
of the Ceanothus americanus. 
Then, he devised a method of 
making the extract, and for 
years and years it sold, just in 
certain localities, and no great 
claims were made for it. 

But the brilliant young chem- 
ist for this concern, Guy C. Tay- 
lor, got it into his head to make 
an investigation, and he found 
active alkaloids in the plant, and 
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started a scientific investigation, 
which began at the University of 
Illinois, was taken up by pro- 
fessors in Northwestern Uni- 
versity, the University of 
Pennsylvania, now some of the 
eminent people in Johns Hop- 
kins are interested, and from 
this humble beginning a blood 
coagulant has been discovered 
in the alkaloids of this plant, 
known to the continental sol- 
diers as “Jersey tea.” 

It has the property of re- 
ducing the coagulation time of 
the blood. It is all very simple. 
It is non-toxic and is given by 
the mouth, and from present in- 
dications, the investigation 
promises to upset a lot of the 
old theories about blood coagu- 
lation and establish several new 
and more valuable ones. 

If that isn’t Romance, what 
is it? 

And soon, in your hospital, 
you, no doubt, will be using this 
product for the control of many 
types of hemorrhage. It is 
called Ceanothyn, and you will 
remember that there is a ro- 
mance behind it, which began in 
the southern mountains. 


— o-— 


I heard a lady say the other 
day, “Oh, this Christmas is a 
great nuisance. I have so many 
things to buy, and I wish all 
the fuss was over.” 

Without knowing it, the lady 
was telling an absolute untruth, 
because the fuss and the flurry 
and the gift-giving are just the 
very salt of life to her, and she 
enjoys it all immensely, for she, 
like -everyone else, gets out of 
Christmas exactly what she puts 
into it. 

And the best wish I can give 
you is: May Christmas bring 
you all the good that you will 
bring to Christmas! 
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You can now serve 
liquid malted milk 
ready to drink! : 

















Here is a liquid malted milk that’s 
ready to drink. Simply punch a hole 
in the can and it’s ready to serve. 
Made from whole milk (tuberculin 
tested), combined with malted milk 
and flavored with high grade choco- 
late. Excellent either hot or cold. 
Cw 
A FREE SUPPLY WILL BE SENT TO THE 
SUPERINTENDENT OR DIETICIAN 
OF ANY HOSPITAL. 
ows 


THE LABORATORY PRODUCTS CO. 
CLEVELAND, OHIO 


NO MIXING 


App Nonung Lt’s ready to drink! ! 
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Eastern Hospital Notes 
By Philip Skrainka, M. D. 








Notes, News and Gossip of Hospital Activities 
in the Eastern Territory 


Vanderbilt Clinic 


According to Dr. Herbert B. 
Wilcox, head of Vanderbilt 
Clinic, the ill health of a com- 
munity from year to year can 
be traced back to economic and 
financial depression. 

In other words, give a man 
a satisfying job so that he can 
keep his family on good food, in 
good clothes, in a house that is 
sanitary, and make all these 
comforts possible to the middle- 
class man by means of “decent” 
prices, and the health of the 
community will be satisfactory; 
but deprive him of these com- 
forts and the peace of mind 
which goes with them, and ill 
health will follow. 

This is not a particularly new 
idea but it is an idea that should 
be remembered by all of us. To 
prove that he is in the right, Dr. 
Wilcox bases his conclusion 
upon an analysis of the attend- 
ance records of the clinic since 
its establishment in 1888. 

A graph made from these fig- 
ures records an invariable in- 
crease in the number of patients 
treated when prosperity was at 
a low ebb, as during the panic 
of 1893, 1896 and 1907 and the 
economic depressions of 1914 
and 1920. 

Likewise, a decrease is noted 
during years of prosperity such 
as exists at present and existed 
during 1915-1916, when Allied 


war contracts boomed business. 

The monthly attendance at 
the clinic has averaged 11,000. 
The attendance in 1925, an aver- 
age of 437 daily, was a decrease 
from 1924, reflecting increased 
prosperity. 

Vanderbilt Clinic owes its 
origin to the generosity of Wil- 
liam H. Vanderbilt. In 1884 he 
gave the College of Physicians 
and Surgeons of Columbia Uni- 
versity twenty-nine lots costing 
$200,000, and $300,000 for the 
erection of a medical college 
thereon. 

He died in 1885, and the fol- 
lowing April his four sons, Cor- 
nelius, William K., Frederick W. 
and George W. Vanderbilt, 
jointly gave $250,000 for the 
erection and maintenance of a 
free dispensary as a tribute to 
the memory of their father. 

This institution was named 
Vanderbilt Clinic. The building 
provided liberally for the med- 
ical and surgical treatment of 
out-patients, the accommodation 
of clinical professors and for all 
the general and special clinical 
instruction in the college. 

When the proposal was made 
for the rebuilding of Vanderbilt 
Clinic as a part of the new Co- 
lumbia Presbyterian Medical 
Center, Frederick W. and Har- 
old S. Vanderbilt responded by 
contributing $500,000 toward the 
project. 
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Diathermy in the Hospital 


In choosing a diather- 
my equipment for your 
hospital, remember 
that there are FOUR 


prime considerations: 


1. Practica UTItIty. 
2. Fut EFriciency. 
3. Economy oF Cost. 
4. Economy OF SPACE. 


The ideal diathermy outfit 
for the hospital physiother- . 
apy department is 


he New 


FISCHER 


Intermediate 


Tylodel ““D” 


It embodies all the many 
improvements made by 
Fischer engineers in dia- - 
thermy equipment. 





It is small, compact—a beautiful cabinet—yet gives a wide 
range of modalities. 


SPECIAL OFFER TO HOSPITALS 


Write to us and let us send you our booklet No. 430-A, which 
tells all about our special offer to hospitals. 


H. G. FISCHER & COMPANY, Inc. 


Physiotherapy Headquarters 
2333-43 WABANSIA AVENUE, CHICAGO, ILLINOIS 
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A feature of the service to 
children suffering with tubercu- 
losis and undernourishment is 
the day camp maintained on the 
roof of the clinic. 

Breakfast is served the chil- 
dren upon their arrival in the 
mornings, milk during the morn- 
ing, a nourishing lunch at noon 
and more milk during the after- 
noon. From twelve to fifteen 
adults awaiting admission to va- 
rious institutions are also cared 
for in the day camp. 

Vanderbilt Clinic is an insti- 
tution of which New York City 
may well be proud. It has had 
a record that stands ace high; 
‘its many charities are known 
from one end of the city to the 
other; the physicians who min- 
ister to the sick are untiring in 
their efforts not only to help 
those whose days are dark and 
dreary because of disease, but to 
keep the name of Vanderbilt 
Clinic at the top of the page 
which tells the splendid story of 
the out-patient clinics of New 
York City. 

The money that has been so 
generously given to help the 
clinic to its present high place 
among the clinics of New York 
City has been well and wisely 
expended; but without belittling 
the gifts of the donors we doubt 
if Vanderbilt Clinic would be as 
well known as it is today, if Dr. 
Abraham Jacobi and Dr. L. Em- 
mett Holt had not given just as 
generously as have the donors 
in the way of money, their ex- 
ceptional talent as medical sci- 
entists of the first rank. 





A “Floating Hospital” 


The good ship Helen C. Juil- 
lard is resting in her winter 
quarters after completing her 
arduous task of bearing 29,670 
mothers and children on daily 
cruises during the hot summer 
months, so that they could en- 
joy sea air and reap all the 
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benefits to be derived therefrom. 
In a city the size of New 
where thousands 


York, upon 
thousands live in narrow streets 
that are treeless, and where 


there are few public squares and 
the elevated trains rush madly 
by and scream into the windows 
of thousands of tenement houses, 
and the mugginess of the 
weather is not a thing to pray 
for as a benefice, the “Floating 
Hospital,” as the ship is known, 
is the sort of boon that no one 
can appreciate, as it should be 
appreciated, unless the person 
lives in New York. ; 

The good ship Helen C. Juil- 
lard is maintained by St. John’s 
Guild, which was originally con- 
nected with St. John’s Chapel. 

At present it is a nonsectarian 
organization ministering to chil- 
dren throughout the city, and 
also to children and mothers of 
the crowded East Side of Man- 
hattan and Brooklyn’s poorest 
quarters. 

And the “Floating Hospital” 
is not the only charity main- 
tained by this admirable organ- 
ization, the Seaside Hospital at 
New Dorp Beach, Staten Island, 
running it a close second as re- 
gards its worthy cause to give 
“relief to the sick children of 
the poor of the city without re- 
gard to creed, color or national- 
ity.” 

The “Floating Hospital” was 
first established in the summer 
of 1875. Since that time two 
ships have outlived their useful- 
ness and have been replaced, 
the present Helen C. Juillard, 
named after its donor, having 
been placed in service in 1916. 

In all, 2,067,238 mothers and 
children have been cared for by 
the Guild, 1,997,877 on the 
“Floating Hospital” since 1875, 
and 69,361 at Seaside Hospital 
since its establishment in 1881. 

During the two hot months 
the “Floating Hospital” starts 
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Used during operations they give the surgeon the exact 
| knowledge of the patient’s condition. 

They warn him of any depletion in vitality before the 
patient shows any physical registry of it. 

They show accurate blood pressure, the pulse rate and the 
single pulse wave. 

Tycos Operating Room Sphygmomanometer is set on a de- 
tachable easel. A large dial has easy reading figures and 
scale. 


For determining physical fitness before operation and for 
guidance in anaesthesia, it is invaluable to the surgeon. 


4 As the Operating Room Type is not convenient to carry 
about, the Tycos Pocket Type Sphygmomanometer should 

be at hand for portable use. Send for interesting illustrated 

Blood Pressure Manual, which will be sent free on request. 


Taylor /nstrument Companies 


ROCHESTER, N. Y., U.S. A. 


ET i areas: 


i Manufacturing Distributors in Canadian Plant 
Great Britain Tycos Building 
Short & Mason, Ltd., London Toronto 
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three days each week from the 
East Side, touching at two piers, 
and three days a week from 
Brooklyn, touching at three 
piers. All mothers and children 
who wish to go are accommo- 
dated, up to the capacity of the 
boat, which is 1,600. 

It can easily be understood 
that during very hot days the 
facilities on board the “Floating 
Hospital” are decidedly inade- 
quate. 

This being the case, it is the 
ambition of the Guild to meet 
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the demand for “places” on 
board, and somewhat perplexed 
are the heads of the organiza- 
tion as to when they will be 
able to write large on their 
scroll, which has so many hon- 
ored names, the name of an- 
other donor of a “Floating Hos- 
pital.” 

There is no doubt that in the 
near future the longed-for donor 
will appear, since it is a fact 
that New York stands ace high 
in “the quality of charity that 
falleth like the gentle rain.” 





Principles of Hospital 
Organization and Management 


The Nurses’ Training School 
By Geo. B. Lake, M. D. 


When most people think of a 
hospital they think of it solely 
with regard to its function of 
furnishing adequate and highly 
specialized care and attention 
for those who are so unfortun- 
ate as to fall victims to disease 
or accident. They visualize it 
only in terms. of operating 
rooms and beds. 

The modern hospital, how- 
ever, owes several important 
duties to the community and to 
the country at large, in addition 
to caring for those who are 
seriously ill or who require 
some form of service which can- 
not be rendered in the home or 
in the physician’s office. One 
of these duties is the training 
of nurses. 


Competence of Nurses Due to 
Training Schools 


When a trained nurse comes 
to the bedside, in the hospital 
or in the home, the patient and 
his family heave sighs of relief, 
for they feel assured that the 
intimate, hourly details of the 
care of the case are now in 


competent hands, and that every- 
thing possible to assure recov- 
ery will be done. 

Responsibility for the degree 
to which this confidence is justi- 
fied rests with those who are in 
charge of the nurses’ training 
schools in our hospitals. 

At present the conditions in 
the nursing profession are, in 
most localities, decidedly less 
burdensome than they were a 
few years ago, but the work is 
still very arduous and frequent- 
ly extremely unpleasant, in addi- 
tion to entailing a considerable 
degree of responsibility for the 
outcome of the case. 


Nurses Must Be Above the 
Average in Intelligence 
Under such circumstances it 
is most desirable, if not impera- 
tive, that the candidates for 
training as nurses be drawn 
from a class of young women 
who have had the benefit of a 
high-school education, as a min- 
imum, and of the cultural back- 
ground given by association 

with people of refinement. 





Decem 





Ce 
Ac 





. 


dai? bud 


857 


uyer $ December, 1926 








on 
xed 
1Za- 


“|0AANNOUNCING... 


IPRAL 


an- 
a new hypnotic 








Os- 


the 
lor 
ict 
gh 
at 


marketed by 











SQUIBB. 








The 
Calcium Salt of Ethylisopropylbarbituric Acid 


Accepted by the Council on Pharmacy and Chemistry A. M.A. 


Ipral Squibb approximates the ideal hypnotic because: 


It is quickly soluble in water, hence quickly absorbed and 
rapid in action. 


Its average effective dose is small (2 to 4 grains). 
In therapeutic dose, it affects only the higher cerebral centers. 


Its action on the heart is negligible when administered in 
therapeutic doses. 


It is not habit-forming and it produces sleep which closely 
approximates the normal. 


Ipral is marketed as 2 grain tablets, in vials of ten and in 
bottles of one hundred. 


[Write to Professional Service Department for Literature] 








E-R: SQUIBB & SONS, NEW YORK 


MANUFACTURING CHEMISTS TO THE MEDICAL PROFESSION SINCE 1858 
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They must also possess a de- 
gree of intelligence decidedly 
above the average and a sound, 
strong and well-controlled phys- 
ical body if they are to achieve 
the highest success in this pro- 
fession. 


Surroundings and Conditions 
Must Be Desirable 


If the type of young women 
just described is to be attracted 
to the nursing profession, the 
surroundings and conditions un- 
der which they pursue their 
training must be such as will 
not outrage their sense of the 
fitness of things, or lower their 
self-respect. 

They must be well and com- 
fortably housed and fed, and 
permitted a reasonable amount 
of time and opportunity for 
wholesome recreation and for 
the pursuit of cultural and hu- 
manistic studies. 

This does not mean that they 
need be maintained in the height 
of luxury nor permitted to 
choose their own hours for work 
and play, but that no circum- 
stance should result in a loss of 
amor propre. 

As in all professions and in 
many trades, a considerable de- 
gree of discipline — especially 
self-discipline—is essential, and 
these should be maintained and 
inculcated to the highest degree 
compatible with the exercise of 
individual judgment and initia- 
tive but, except in rare in- 
stances, should not be stressed 
as the most necessary part of 
the training though, on the 
other hand, they should never 
be lost sight of. 

The well-trained nurse must 
be able to make a bed in the 
most efficient manner; set a 
room to rights in all particulars; 
cook all sorts of food to the 
best advantage and serve it in 
an appetizing form, dexterously 
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and without waste of time and 
energy. 

The amount of training which 
the average woman of intelli- 
gence requires to enable her to 
do all of these things is not 
excessive, and student nurses 
should not be employed in the 
performance of menial tasks, 
beyond the time necessary for 
their training along these lines 
for the purpose of economizing 
in the employment of unskilled 
help for these purposes. 


Must Be Capable, Accurate and 
Able to Take Orders 


The first and most important 
function of the training school 
is to prepare young women to 
be capable and resourceful in 
the care of the sick, and quick, 
willing, accurate and teachable 
in their relations with physi- 
cians when acting as their per- 
sonal assistants or in carrying 
out their instructions at the 
bedside. 

To this end they should be 
given opportunity to handle as 
wide a variety of cases as pos- 
sible and to assist, in all capac- 


ities, in all classes of surgical ' 


work. 


In the early months of their 
training, promptness, unques- 
tioning obedience to orders and 
punctilious attention to details 
should be insisted upon. 

When these are mastered they 
must be encouraged to develop 
self-reliance, professional com- 
mon sense and coolness in meet- 
ing emergencies. 

Technical Instruction Should 
Be Included in Training 
Course 

In order that their work may 
not be mere drudgery but the 


intelligent practice of a profes- 
sion, adequate facilities and 


(Continued on page 892) 
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HR ORGANOTHERAPY @ 


can be effective only through the use of dependable 
endocrine products. A proper manufacturing 
process is absolutely indispensable. 


“The subsequent preparation of the sub- 
stances (method of desiccation, temperature, 
pressure, combinations, defatting and de- 
albuminizing processes, method of con- 
servation, etc.) is of decisive importance, 
both as regards quantity and very often 
quality in the effects produced. Under 
these circumstances, we are able to explain 
many of the contradictory findings in re- 
gard to the action of hormone extracts.” 
(Biedl, INNERE SEKRETION, Vol I, 
1st Part, 1922.) 


EPINEPHRINE, U.S.P. 
EPINEPHRINE CHLORIDE SOi. 
DESICCATED PITUITARY BODY, U.S.P. 
DRIED SUPRARENALS 
DRIED THYROIDS, U.S.P. 

SOLUTION OF POST-PITUITARY 
CORPUS LUTEUM - PANCREATIN, US.P. 


— 


Insure potency and constancy of action 
by prescribing the products of 


G. W. CARNRICK CO. 


Manufacturers of 
ORGANOTHERAPEUTIC PRODUCTS 


417~421 Canal Street - - New York, N. Y. 
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The Hospital Book Shelf 
By A. P. O’Callaghan - 





I suppose I will be accused of 
racial prejudice when I tell you 
that the book which has given 
me the greatest pleasure in 
many a year is one which I have 
just received from an old and 
very thoughtful friend. 

He knew how much I would 
revel in it and because I know 
you will also, I am going to try 
and tell you something about it. 
Its name is 


“Treland Beautiful” 


By Wallace Nutting. Old American 
Co., Framingham, Mass. 304 pages, 
304 illustrations. Each volume $4.00 


postpaid. 
I thought I knew a little 
about the old country. I 


imagined that I knew something 
of the beauty of its scenery, its 
romance, poetry, spirituality and 
that indefinable charm which 
even the most blasé of tourist 
senses as soon as he sets foot 
on its soil. 

When I first picked up Mr. 
Nutting’s book I was interested, 
of course, but didn’t imagine for 
a moment that I was going to 
learn very much from an Ameri- 
can about the land with which I 
feel I am on intimate terms. 

And so I didn’t attempt to 
read any of the text at first. I 
just started looking through the 
book at the pictures—but what 
pictures! Not the stereotyped 


picture postcard beauty spots 
but rambles off the beaten track 
through the little known vales 
and glens, little streams and 


coves, rose covered, snug little 
cottages and historic castles of 
the most delightful country in 
the wide world. 

And I was attracted by the 
clever descriptive titles which 
the author himself had given to 
these typical scenes from Irish 
life. 

You come across a view of a 
neat little thatched cottage with 
a trim little path leading up to 
the door, shut off from the rest 
of the world by trees and 
hedges, and you delight in read- 
ing that this is “The Bride’s 
Nest”—County Wicklow. 

And then a beautiful stream in 
which flowers seem to be liter- 
ally sprouting from it. It turns 
out to be—“The Lee Decked for 
Bridal’—and so on by the score. 


Having taken a look at these 
magnificent settings which are 
more than mere pictures, I was 
tempted to start reading, and 
again I want to congratulate 
Mr. Nutting for taking me on a 
personally conducted tour of 
surpassing beauty and interest, 
and giving in an instructive but 
withal entertaining manner an 
accurate delineation of Irish 
character and Irish life, their 
big-heartedness, hospitality, 
idealism, wit and culture, their 
beautiful simplicity and mo- 
rality. 

Mr. Nutting shatters quite a 
number of popular misconcep- 
tions about Ireland and the Irish 
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SAVES MONEY— 
SAVES FOOD! 


Because it combines with all kinds of fruits and vegetables, 
fresh or canned, and makes them go further— 

Because it combines with leftovers and makes them taste 
delicious— 

Because it is in itself an inexpensive food— 

—Knox Sparkling Gelatine is an important money-saving 
factor in the hospital kitchen. 


Why Knox Sparkling Gelatine is Best 
in Every Way for Hospital Use 


Produced under constant bacteriological control. Purity 
assured. Always light and delicate. Free from artificial color- 
ing, flavoring and sweetening. Combines perfectly with all 
other foods. Enables the Hospital Kitchen to attractively 
use surplus fruit juices, vegetables and meats that are usually 
wasted. 

Each 5-pound package of Knox Sparkling Gelatine makes 
120 quarts of jelly, or 1440 generous servings. A comparison 
of these advantages with any other brand proves that Knox 
Gelatine is not only best but most economical in every way 
for hospital use. 

A trial 5-pound package at $1.50 a pound will be sent to 
any hospital direct upon request. 


coy? 
KNOX °!~ 
lit 
SPARKLING = 2U@/##y for 


GELATINE °” 


The staff of every hospital should have the 
Knox general recipes books and special bul- 
letins: Liquid and Soft Diets with recipes; 
a Study of the Nutritive Value of Gelatine 
by Thomas B. Downey, Ph. D., and the 
Treatise on Diabetic Diet with recipes. Ad- 
vise us how many you require for the Staff 
and we will forward them postpaid. 
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Knox Gelatine Laboratories  ‘ ,2ity, ‘2. 
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445 Knox Ave., Johnstown, N. Y. fevoring. 
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people. It may occasion § sur- 
prise and, perhaps, amusement 
on the part of many readers to 
find that “the Irish are not 
quarrelsome.” 

The author, after wandering 
through the length and breadth 
of the land, found the people un- 
usually peace-loving. He never 
saw any discord nor indeed 
heard of any. The “funny” 
columns in the papers are to 
blame for conveying a wrong 
impression just as they have 
succeeded in caricaturing the 
Yankee farmer who is anything 
but the “hick” that city dwellers 
are inclined to believe him to be. 

The people of Ireland as a 
whole are possessed of unusual- 
ly sunny dispositions, able to 
laugh in the face of trouble, gen- 
erous, and faithful in their 
friendships and quickly respon- 
sive to the highest appeals, 
whether patriotic, religious or 
social. 

Another popular misconcep- 
tion:—The Irish brogue. Our 
American author tells us that 
the misinformed traveler will re- 
ceive a sudden shock to find that 
most of the people speak as 
correctly or more so than he 
himself. 

The brogue has been grotes- 
quely exaggerated and in fact 
“the best English in the world 
is spoken in the great Irish 
cities of Dublin and Boston—in 
Dublin by the Irish and in Bos- 
ton—by others.” 

Ireland is pictured as an ideal 
place for the traveler who is 
not keen on making the usual 
guide-book tour. Among other 
advantages, he will not be 
jostled by too many other sight- 
seers and if he is content to jog 
along lazily and happily he will 
see the sights at his leisure and, 
contrary to popular belief, will 
have no difficulty in finding ade- 
quate accommodations enroute. 


In the course of his travels 
Mr. Nutting came upon Serpent 
Lake where St. Patrick threw in 
the last snake in Ireland. He 
says we ought to be glad that he 
did a thorough job for it is not 
the least among the pleasures of 
exploring the dark dells and 
rough deeps of Ireland to be 
free from care lest one come 
upon a snake. One feels a com- 
fortable freedom everywhere. 

“The kindly people and the 
glorious sky, the fair, sweet 
country help to invite our souls, 
Anyone can feel safe alone in 
Ireland.” 

Well it looks as though I 
could go on rambling indefi- 
nitely about our author and his 
contribution to literature. I 
probably have said too much 
already because, after all, the 
main thing for you is to read the 
book and then you can’t fail to 
appreciate it. I have said that 
the illustrations were beautifully 
conceived. They are well repro- 
duced in rich halftone engrav- 
ings. . 

From a_ printing standpoint 
the get-up leaves nothing to be 
desired. It is printed on good 
size paper, of good quality, in 
legible characters, which make 
reading a pleasure. 

TI have nothing but unstinted 
praise for “Ireland Beautiful,” 
and I cannot think of a more 
suitable book in the hands of 
the sick to help them forget 
their pain and suffering nor a 
more entertaining one fr the 
hospital nurse in her leisure 
moments. 


By the way, I can’t let this 
opportunity slip by without tell- 
ing you that I have come across 
a new and very unusual book 
which I feel sure should be in 
every hospital library. 

Have you written for a copy 
of “The Laboratory in the Serv- 
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The boiler of a Sterilizer gets all 
the grief. Boiling today —to- 
morrow running a dry heat tem- 
perature of several hundred 
degrees. Only one material can 
stand such abuse indefinitely. 


Copper, stamped in one seamless 
piece, forms the leak-proof, heat- 
proof boiler of the PELTON 
Indestructible Sterilizer. 


It can never leak, for it has no 


MWeans a Better 








Sterilizer 


Here’s the ideal Portable Sterilizer for hospital use. 
Its one-piece boiler and solderless construction make 
it permanently immune to leaks and _ short-circuits. 


seams or rivet holes to open un- 
der heat. Short-circuits, the re- 
sult of leaks, are eliminated. 


PELTON Indestructible Sterilis- 
ers will give you a new concep- 
tion of the service possible with 
this type of equipment. 


Built in four sizes, with con- 
venient cabinets and_ stands. 
Complete details sent, without 
obligation. 


THE PELTON & CRANE COMPANY 
Detroit, Michigan 


PELTON 


“Indestructible Sterilizers” 
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ice of Medicine”? If not, you 
should certainly do so at once. 
This very beautiful, entertaining 
and instructitve little book is 
published by the Dermatological 
Research Laboratories of Phila- 
delphia. 

It deals with the romantic 
story of the co-partnership of 
chemistry with medicine. 

It shows how the modern re- 
search laboratory has sprung up 
from crude beginnings, how it is 
equipped at the present day to 
tackle the very serious problem 
of preventing and curing various 
noxious infections and of aiding 
the physician in his war on 
disease. 

The Dermatological Research 
Laboratories in particular have 
accomplished a noble work in 
this respect for coming into be- 


-ing, as they did, during the great 


war when there was a scarcity 
of arsphenamine, they were not 
only the first in the United 
States to produce this medical 
marvel but went even further 
and increased its therapeutic 
efficiency while at the same time 
reducing its toxicity. 

So well did the directors, Doc- 
tors Schamberg, Kolmer and 
Raiziss, discharge their task that 
the American Dermatological 
Association passed a resolution 
in May, 1916, recording its ap- 
proval of the valuable services 
which had been rendered to the 
medical profestion and_ hu- 
manity through their successful 
efforts. 

In addition to describing this 
historic episode in the treatment 
of spirochetal infections this 
very interesting little book dis- 
cusses the other members of the 
arsphenamine family, Necars- 
phenamine (D.R.L.) and Sul- 
pharsphenamine (D.R.L.), the 
painstaking steps which led up 
to their introduction, the per- 


(Continued on page 880) 


Hospital Topics & Buyer 


DREAMS COME TRUE 
By Elizabeth Cole 


Paul Smith’s has had no little 
attention this past summer for 
people all over the country have 
been reading of the daily doings 
of their President at the sum- 
mer White House. 

Fifty years ago it was also 
known, but quite exclusively, as 
a hunting lodge where promi- 
nent business men went to 
shoot in the wilds of the 
Adirondack woods and forget 
their cares. It was not known, 
however, as a place in which 
one would choose to spend the 
winter. 


Dr. Trudeau First to Make 
Lake Saranac Famous 

The first person to make Paul 
Smith’s and Lake Saranac fam- 
ous as a winter resort was not 
a wealth financier nor business 
man but a young physician, ill 
with tuberculosis. 

Dr. Edward Livingston Tru- 
deau, in 1875, with his wife and 
two little children, went up to 
the Adirondacks to die amongst 
his beloved pines and in the 
forest wilderness that was then 
Paul Smith’s hunting lodge. 
And, in spite of the cold and 
hardships, his health was bene- 
fited. 

Tuberculosis patients at that 
time were advised to seek warm 
sunny parts of the country and 
to remain indoors. So when 
Trudeau, in that coldest of cold 
climates, remained outdoors 
most of the time and gained in 
health he greatly surprised 
tuberculosis specialists. 

They felt that possibly a new 
step had been taken in the treat- 
ment of this disease and mar- 
veled that such a sick man had 
withstood the wintry weather in 
those primitive surroundings. 

The following seven winters 
the Trudeaus lived in Saranac 
Lake village. The town then 
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consisted of a small hotel for 
guides, a sawmill, a_ school 
house, a few guides’ houses and 
a little store. And that was the 
beginning of the famous health 
resort. 

For in 1883 Trudeau started 
his cottage sanatorium at Sar- 
anac Lake in order that other 
tuberculosis patients might ben- 
efit as he had by the open air 
treatment. On the spot where 
he had dreamed his dreams of 
helping the tuberculous was 
built the well-known “Little 
Red,” as it was called, and two 
factory girls were his first pa- 
ients in the humble one-room 
cottage with its tiny porch for 
“curing.” 

Only an optimist with dreams 
worthy of coming true would 
have dared to start this pioneer 
experiment for the treatment of 
tuberculosis, forty-two miles 
from the nearest railroad, in the 
wilds of the forest and moun- 
tains. 


Trudeau Sanatorium Famous 


World Over 


Trudeau lived to be sixty- 
seven years of age, and with the 
interest and help of others he 
made his dreams come true. 

Trudeau Sanatorium at Sar- 
anac Lake is now famed the 
world over. With the patients’ 
cottages grouped about the Ad- 
ministrative building, the Train- 
ing School for nurses, the Lab- 
oratory (the first to be devoted 
to tuberculosis research in this 
country, which Trudeau had 
started with his ridiculously 
home-made apparatus, in a little 
room that burned,) the infirm- 
ary for bedridden patients, post 
office, library, and workshops 
for occupational therapy, Tru- 
deau Sanatorium today is well 
equipped to carry on our only 
known treatment and cure for 
tuberculosis. 

Other pioneers, influenced by 
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the founding of Trudeau, short- 
ly after started tuberculosis san- 
atoria throughout the country, 

Dr. Loomis, always in sym- 
pathy with Trudeau’s dream, 
was the founder of Loomis in 
Liberty (Sullivan County), New 
York. That sanatorium cele- 
brated, this year, its 30th anni- 
versary and is a splendid evi- 
dence of its founder’s dream 
successfully come true. 

Dr. Vincent Y. Bowditch, an- 
other tuberculosis specialist and 
a friend of Dr. Trudeau’s, who 
opened Sharon Sanatorium in 
Massachusetts in 1891, was in- 
strumental in founding our first 
state sanatorium in this country 
at Rutland, Massachusetts, in 
1898. 

His realization that tuberculo- 
sis was a public problem and 


should receive the _ public’s 
assistance, in its solving, 
marked an important step in 


that it awakened people to their 
responsibility in health matters. 

Dr. Bowditch, of these three 
pioneers, is the only one who 
has lived to see the present suc- 
cess of the sanatorium growth 
in this country and the greatly 
reduced tuberculosis death rate 
which is due in large measure 
to this movement. 


Six Hundred T. B. Hospitals 
Now in Existence 
“Today we have 600 hospital 
and sanatoria for the treatment 
of tuberculosis. Of this number 
there are 312 public institutions 
with 38,097 beds. Besides the 
public and private institutions 
there are semi-private and fed- 
eral ones. In all we have 67,270 
beds, not including 3,000 beds 
in institutions now under con- 

struction. 


Trudeau’s Dream Come 
True 

Trudeau’s dream come true at 

Saranac is also dreamed by 


(Continued on page 878) 
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Prevent Pneumonia - 
with 


CALCIDIN 


(9" “First Thought” of thousands of 
physicians in treating acute respira- 
tory disorders is CALCIDIN. It affords 
15% of available iodine in intimate associ- 
ation with calcium, thus possessing the 
distinct advantage over other iodine 
preparations of being rapidly assimilated 
without causing gastric 
disturbances or erup- 
tions. 


INFLUENZAS ARE CHECKED 

BY THE EARLY AND ADE, 

QUATE USE OF CALCIDIN, 

AND PNEUMONIA RARELY 

DEVELOPS WHEN IT IS 
GIVEN 


CALCIDIN, FOR COUGHS, 
COLDS AND CROUP, ISIN A 
CLASS BY ITSELF 


Anesthesin-Calcidin Troches Soothe and 
Relieve Tickling Coughs 


YOUR DRUGGIST HAS CALCIDIN 


THE ABBOTT LABORATORIES 
NORTH CHICAGO, ILL. 
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AMBULANCE SERVICE 
FROM THE PATIENT’S 


STANDPOINT 


For many years hospital au- 
thorities have been fully alive to 
the necessity of providing am- 
bulance service compatible with 
the development of modern hos- 
pital practice. They have recog- 
nized the vital importance of 
improving such service from a 
humanitarian standpoint as well 
as the necessity of improving 
public relations. 

There are two points of con- 
tact with the public which leave 
a lasting impression—the ride to 
the institution and the patient’s 
return home. 


Patient Must Be Gently and 
Quickly Handled 


Jn the first instance the pa- 
tient in need of ambulance de- 
livery must be gently and quick- 
ly handled. Speed, then, com- 
patible with safety, and easy 
riding qualities are prime essen- 
tials in the modern ambulance. 

After being made as comfort- 
able as the patient’s condition 
will permit, it is most reassuring 
and conducive to the mental 
ease to be transferred from the 


home to the hospital in a 
smooth, quiet running ambu- 
lance. The absence of road 


shocks and harsh clanging of 
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gongs add materially to the 
comfort of the ride. 
Temperature Also Important 
Temperature control even ip 
mild weather is also important, 
In winter, as the patient leaves 
the usually over-heated sick 
room, even though well wrapped 
in blankets, the ambulance in- 
terior must be sufficiently warm 
to prevent colds or chills. 
During the summer months 
the air must be constantly 
changing without subjecting the 
patient to dangerous drafts. 
These requirements have been 








successfully met in the new 
Studebaker ambulance by giving 
special attention to ventilation, 


In the Studebaker Ambulance a - 


special no-draft windshield is 
used which 
changes the air every five min- 
utes without allowing any draft 
to reach the patient. The door 
windows are adjustable to any 
height which with the roof ven- 
tilator and electric fan provide 
excellent ventilation. 

Trip Home Should Be Con- 
sidered with Just as 
Much Care 
As the patient reaches the 
convalescent stage it is no more 
than natural to expect the same 
thoughtful care on the trip 
home that has been his during 
the stay in the hospital. 











The New Studebaker Ambulance 


at normal speed | 
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~ A valuable combination for the 
Modern Hospital 


<=> Horlick’s 


¢) RLIC K 6: the Original 
sie Malted Milk 


and the 


DUMORE ELECTRIC 
MIXER 


There is a widening range of uses 
for ‘‘Horlick’s” in hospital work. 
Its high nutritive qualities solve 
many problems of diet. The DU- 
MORE MIXER, at $10.50 deliv- 
ered, simplifies the preparation of 
malted milk beverages, hot or cold. 


Horlick’s Malted Milk Corporation, Racine, Wisconsin 


NONSPI 


(A pure antiseptic liquid) 

















4 for Axillary Hyperidrosis is more 
J thana mere deodorant. NONSPI 
We destroys armpit odor and also re- 
moves the primary cause—excessive 
eS” perspiration. Excreted elsewhere 
Yo” ° P 
through the skin pores, this same 


aa 
no offense because of better evaporation. 


perspiration gives 
Physicians, surgeons and nurses find the regular 
use of NONSPI insures immaculate underarm 
hygiene and personal comfort so essential to those 
who come in contact with the ill and_ sensitive. 


MAIL COUPON FOR SAMPLES 


THE NONSPI COMPANY Send free NONSPI 


2693 WALNUT STREET 
KANSAS CITY, MISSOURI samples to: 
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The Bomgardner folding chair 
cot is arranged for the greatest 
comfort and by this means the 
patient is removed to his home 
in either a reclining or sitting 
position. In the patient’s com- 
partment are two folding seats 
for nurses or others accompany- 
ing the patient. 

In the modern ambulance, 
such as the Studebaker, unus- 
ual attention is given to details 
which materially add to the pa- 
tient’s comfort and convenience. 

The patient’s compartment 
which can be loaded from either 
side or the rear, is lined with 
soft gray leather which is easily 
kept clean and sanitary. Roller 
shades to match the upholster- 
ing are fitted to the windows 
and doors. Cut glass flower 
vases, dome light, rear corner 
lights and, for cold weather, a 
special heater are appreciated 
features. 


Has Easy Riding Qualities 
The easy riding qualities of 
the Studebaker Ambulance are 
most pronounced. The balloon 
tires and long springs cradle 
the road shocks, making fast 
travel over rough city streets 
possible without causing the pa- 
tient any annoyance. 

Frequently the patient re- 
quests the driver to drive slowly, 
anticipating a rough trip. Where 
this is practical the big Stude- 
baker Ambulance drifts along 
through city traffic at a walk, or 
on smooth open going the pow- 
erful motor carries the heavy 
car silently and rapidly along 
the streets while the patient is 
quite as comfortable as though 
still in the hospital bed. 

Such service is highly appre- 
ciated by the patient and is di- 
rectly responsible in many cases 
for the specific requests that 


this type of ambulance be pro- 
vided. 
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UNITED STATES CIVIL 
SERVICE EXAMINATION 


The United States Civil Sery- 
ice Commission announces the 
following open competitive ex- 
amination: 


Junior Medical Officer 
(Interne ) 
Applications for junior medi- 


cal officer (interne) must be on 
file at Washington, D. C., not 


later than December 30. The , 


examination is to fill a vacancy 
in the United States Veterans’ 
Bureau Hospital, Camp Custer, 
Michigan, and vacancies in posi- 
tions requiring similar qualifi- 
cations. 

The entrance salary is $1,860 
to $2,400 a year without allow- 
ances, or $1,260 to $1,860 a year 
with quarters, subsistence, and 
laundry, the entrance salary 
within the range stated depend- 
ing upon the qualifications of 
the appointee as shown in the 
examination and the duty to 
which assigned. 


To those whose services are 
satisfactory, and in the discre- 
tion of the appointing officer, 
there may be granted a salary 
increase of not more than $600 
a year at the end of the six 
months’ probationary period re- 
quired by the civil-service rules, 
and at the end of eighteen 
months the salary of $3,300 a 
year, without allowances, may 
be paid in the discretion of the 
appointing officer and subject to 
the existence of vacancies. 

Competitors will not be re- 
quired to report for examination 
at any place, but will be rated on 
their education, training, and 
experience. 

Full information and applica- 
tion blanks may be obtained 
from the United States Civil 


Service Commission, Washing- 
ton, 29. <. 
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AsA 
Preoperative 
Skin 
Disinfectant 


Drs. Scott and Hill, 
The Journal of Urology, 
August, 1925, pp. 135-152, 
report a two per cent 
solution 


MERCUROCHROME 
220 SOLUBLE 


(Dibrom-oxymercuri- fluorescein) 


in 55 per cent alcohol and 
10 per cent acetone to be 
more effective and satis- 
factory than Iodine or 
Picric Acid. 


It is painless, does not 
cause dermatitis, pene- 
trates deeply, is relatively 
non-toxic, and its color 
demonstrates definitely 
the extent and thorough- 
ness of the preparation of 
the field. 


Formula for Solution — Dis- 
solve 2 grams Mercurochrome 
in 35 c.c. distilled water, add 
55 c.c. of 95 per cent alcohol 
and 10 c.c. acetone. Solutions 
46 days old were found to be 
completely germicidal on two 
minute skin tests, so that stock 
solutions may be retained. 


Yewiae 


HYNSON, 
WESTCOTT & DUNNING 


BALTIMORE, MARYLAND 


For Dietetic Use— 


VI-TO TOMATO 
JUICE 
ECONOMY 
PALATABILITY 
UNIFORMITY 


Note: Use in about the 
same proportion as orange 
juice. 

ow 


For Sample Write 
TOMATO PRODUCTS 
COMPANY 
P. O. Box 198 Paoli, Indiana 














The Noyes 
Surgical Buckle 








Tooled from Brass 


There is an element of stabil- 
ity and permanence in the Noyes. 
Buckle for surgical appliances. 
And for dependability and gen- 
eral satisfaction to both patient 
and surgeon there is no sub- 
stitute. 


In use in many hospitals for 
thirty years. 


Sample buckle will be sent upon 
request to any surgeon. 


NOYES & COMPANY 
116 Bedford St., Boston, Mass. 
























LD 


v 


(0 BE A 
GENIUS 
ONLY Tas 
DAME 
KEEPS 
MY HEAD 
FROM 
GROWING 











Has Our Feminized Society 
Really Unmanned That 
Simon-Pure Article—Man? 


No doubt you have wondered 
at times why our native novels 
are so thin despite their three 
hundred odd pages; and no 
doubt, without giving the mat- 
ter deep thought, you have 
agreed with the usual run of 
critics that the fault was due to 
the fact that America has no 
background, no traditions. 

‘In your patriotic pride you 
have said that the native novel- 
ists are just as talented as the 
foreign brand so, of course, the 
thinness must be due to the lack 
of background and traditions. 

Perhaps, to continue your per- 
plexities and not only make 
your days wretched but your 
nights sleepless on account of 
cudgeling your brains to arrive 


Not Set Down in Malice 
By Philip Skrainka, M. D. 
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at some reason other than the 
lack of background and tradi- 
tions for the defect, you have 
not only considered novelists, 
but scientists, historians, essay- 
ists, poets, artists and thinkers, 
and woefully come to the con- 
clusion that our native array 
makes a poor showing along- 
side what England and France 
are giving the world today. 


In your dilemma your nerves 
may have become unstrung; 
and, to complete the American 
tragedy that was obsessing you, 
you may have quarreled with 
your best friends; you may have 
complained so bitterly about the 
meals at home that your wife 
or, in case you were unmarried, 
your fond and self-sacrificing 
sister was moved to tears. 


Thus do mighty problems up- 
set one; thus does darkness en- 
wrap one when an_ unsolved 
problem drives its fangs into 
one’s inner consciousness; thus 
does one’s soul, when steeped in 
100 per cent Americanism, 
writhe and groan when at last 
it realizes that the thinness of 
the quality of our literary out- 
put is due altogether to lack of 
talent. 

Why this lack of talent? Why 
this almost total absence of 
genius? Ramsay Traquair an- 
swers the question in his essay, 
“Women and Modern Civiliza- 
tion,” in the book, “What Is 
Civilization?” which has recent- 
ly been published. 

Says Mr. Traquair: “Ata re- 
cent meeting of a woman’s club, 
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HANOVIA 


COMBINATION UNIT 
Quartz Lamps 
EX 
For conditions 
which require 
general and 
local ultraviolet 
radiation 


Model 2213: Combination Unit of 
ALPINE SUN and KROMAYER 
LAMPS. Very compact and no 
outside water connections necessary. 





r many indications it is often advisable to administer general 
quartz light therapy concurrently with intensive /ocalized radia- 
tion. This is usually the case when the improvement of a spe- 
cific condition might be accelerated by improved metabolism, 
increased calcium content of the system, the introduction of a 
bactericidal, etc. Many noted practitioners employ this method. 
The HANOvIA quartz mercury arc lamps Combination Units as- 
sist materially in simplifying such technique. The AlPINE SUN 
Lamp (air cooled) for general body radiation and the KROMAYER 
Lamp (water cooled) for localized radiation may be had in vari- 
ous types of combination units. 

Whether the lamps will be used for hospital, large or small 
office, there is a HANOvIA Combination Unit. which will be 
found particularly suitable. 


HANOVIA CHEMICAL & MFG. CO. 
Main Office: Chestnut St. &@ N. J.R.R. Ave., Newark, N.J. 


Branch Offices: 


NEW YORK CHICACO SAN FRANCISCO 
30 Church Street 30 N. Michigan Ave. 220 Phelan Building 





HANOVIA CHEMICAL & MEG. CO., ChestnutSt. & N.J.R.R. Ave., Newark, N. J. 
Gentlemen: Please send me your catalog describing the Combination Units. I am 
especially interested in the application of uliraviolet therapy to 
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the statement was made, with 
pride, that ninety-eight per cent 
of education in North America 
is in the hands of women. This 
means that practically every boy 
in the country is, during his 
most impressionable years, be- 
ing trained to woman’s ideals. 
Not only have the women teach- 
ers failed to train men as men, 
they have brought the whole 
teaching profession into disre- 
pute. Women are perfectly jus- 
tified in taking every opportu- 
nity and in insisting on their 
right to every opportunity. 
“The men have left to them 
the intellectual and artistic cul- 
ture of the country. The men 
have neglected their duty. They 
are the only people who can 
supply .the elements now want- 
ing in the culture of this con- 
tinent. From their ranks must 
come the scientists, the artists, 
the poets, and the thinkers who 
alone can gain for the country 
an honored name. And just at 
present they are doing nothing.” 


We have often wondered why 
talent—the real article that is 
just short of genius—should be 
so lacking in this country. But 
now that Mr. Traquair has ex- 
plained matters we are quite 
ready to blame “the feminine 
qualities the men have acquired” 
for man’s degradation. 

It is a relief to learn that the 
reason for his lowly position in 
the intellectual scale is not due 
to his being a shopkeeper with 
no ambition to rise higher than 
a shopkeeper; it is a relief to 
learn that were it not for the 
feminized society which his 
laziness has allowed to flower 
and grow into mighty propor- 
tions, he would at times be a 
novelist or a scientist or a 


thinker of the first rank. 

A revolt against the domina- 
tion of woman in the intellec- 
tual world is in order—a blood- 
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less revolt, let us hope —and 
when man again in this country 
gets back all his rights, his 
privileges, his supremacy, his 
freedom of speech, it is our 
hope that a Dickens or a Balzac 
will be born, or at least a Gals- 
worthy or a Kipling. 

But, alas! Such are the queer 
workings of that wayward crea- 
ture Nature, that the travail, un- 
hampered by woman’s _influ- 
ence, may result in something 
of lesser worth than the most 
feminized male novelist now be- 
fore the American public. Lit- 
erary births, eugenically pre- 
pared, have never yielded good 
results. 





[| HOPE MAGGIE DOESN'T BOIL 
THE CORNED BEEF wittH 
TH'S GABBAGE I'm USING 
FOR A ToorrH 













Hail and Farewell, Decayed 
Teeth! 


A sorely tried being is man 
today and worthy of the deepest 
sympathy, which, let us hope, 
is in store for him from future 
generations. 

It has been recorded not once 
but many times that he must 
heip the doctor by attending to 
his health, otherwise when ill- 
ness overtakes him the most 
scientific ministrations will be of 
no help to him; in short, when 
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can be evaluated only in the course of time. 
A few favorable clinic results can not be accepted as 
determining the therapeutic value of a _ product. 
Many and reliable reports of experiences, duplicated 
and reduplicated, are essential to bespeak for a drug 
the continuous approval of the profession. 


Metz-Made Medicinals, manufactured with conscien- 
tious care, as time-tried and tested. There may be 
“similar” products—but there is one outstanding 
attribute most reassuring to the user that is inher- 
ent in Metz-Made Medicinals: their production in 
strict conformity with the postulates and the 
processes of their originators, and their proved value. 
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an acute illness strikes him he 
must present a body and mind 
that have been looked after by 
him with such assiduity that no 
obstacle shall stand in the way 
of the doctor seizing on the 
acute illness and demolishing it 
at ence. 

Now who will say that man 
today is not a sorely tried being, 
burdened as he is with a job 
that perhaps a Titan could cir- 
cumvent, but which is decidedly 
bevond a mortal who, besides 
being admonished to look after 
his body and mind, must see to 
it that his bills are paid, that 
his domestic life is not ruffled 
daily by the many petty annoy- 
ances peculiar to every genera- 
tion, that his moral tone is of 
the highest so that he shall not 
become an outcast, a pariah? 

A new “terror” has been added 
to the avalanche of “terrors”’— 
the gratuitous gift of the medi- 
cal profession to the laity; an- 
other reprimand, which, while it 
has more to do with dentistry, 
is not altogether dissociated 
from medicine, since, as we all 
know, decayed teeth and their 
consequent bodily complications 
are no trifling matter, both be- 
ing obstacles to the triumphant 
course of scientific medicine in 
its onslaught on an acute ail- 
ment, say, of the joints, muscles, 
lungs and heart. In simple lang- 
uage, that can be interpreted 
without severe mental function- 
ing, decayed teeth can be 
avoided. 

No doubt, you will say some- 
thing like this: ‘Now, please 
don’t tell me the same old story. 
I brush my teeth morning, noon 
and night. I use dental floss 
morning, noon and night. I use 
an antiseptic mouth-wash. I 
never fail to have the tartar re- 
moved by an expert dentist 
every two months. My tooth 
brushes are the best and the 
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tooth paste I use is of high 
value. 

“In fact, the care of my teeth 
has become my religion; I pray 
on bended knees for their pre- 
servation every night and some- 
times in the morning. Oh, 
please, don’t tell me I am neg- 
lecting my teeth!” 

Ah, cease your lamentations— 
you shall not be reprimanded 
for using the wrong tooth brush, 
the wrong tooth paste, the 
wrong antiseptic mouth-wash. 

You have done everything in 
your power to preserve your 
teeth, but—and here you are not 
to blame but your dentist is— 
vou have not been told of the 
great preservative of teeth—the 
panacea that will prevent decay. 

Your dentist was walking in 
darkness, hence your ignorance; 
but no longer shall he walk in 
darkness and no longer shall 
you be ignorant. 

According to Dr. Bernhard 
Gottlieb, of the University of 
Vienna, delegate to the seventh 
International Dental Congress, 
recently held in Philadelphia: 

“It has been found that 
weight-giving food which builds 
up the body tissues does not 
feed the teeth. We have been 
working along the most ad- 
vanced scientific lines in an ef- 
fort to isolate foods which will 
directly feed the teeth. 

“It is too early to say that we 
are successful in this matter, but 
experiments with sea foods has 
encouraged us to. believe that 
we are now on the right track. 
Cabbage, brussels sprouts and 
spinach are other foods that are 
valuable ‘tooth builders.’ Such 
foods as these, which do not 
contribute to bodily tissue, nev- 
ertheless contain lime salts, 
which are the basis of tooth 
enamel.” 

How simple all this is, how 
entrancing, how fascinating! 
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Thyroid Disorders 
AFFECTING 


Basal Metabolism 


PY McKESSON 
RECORDING 
METABOLOR 


An important diag- 
nostic instrument 








“This instrument records the rate 
of metabolism in ink, producing a 
permanent record of the test and 
showing those characteristics of 
respiration which are essential to 
a perfect reading. It may be used 
anywhere and embodies every ele- 
ment necessary for a diagnostic 
instrument of this sort. 


For further details, directions, etc., write 
CQOro 


TOLEDO TECHNICAL APPLIANCE COMPANY 


TOLEDO, OHIO, U.S.A. 


Manufacturers of gas-oxygen machines and 
Surgical Pumps 
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Certain foods for the body to 
build up the tissues and certain 
foods for the teeth to build 
them up and preserve the en- 
amel. 

A double diet. Again you will 
say something like this: “Please 
leave me alone. I am bothered 
enough as it is. Don’t add an- 
other burden to existence.” 

How wrong you are to assume 
so stubborn an attitude! How 
inimical to your health—to a 
quick recovery in case you have 
a severe illness! Could anything 
be more simple than a double 
diet? 

Sea foods could be easily rub- 
bed on the teeth, spinach and 
brussels sprouts and cabbage al- 
so three or four times a day and 
“the weight-giving food which 
builds up the body tissues” 
could be taken into the stomach 
in the usual way. Body and 
teeth preserved. Preventive med- 
icine achieved at last in all its 
glory. 

We can already hear the Gar- 
gantuan laughter of both doc- 
tors and dentists because at last 
decayed teeth have been van- 
quished. 








DREAMS COME TRUE 
(Continued from page 866) 


other tuberculosis workers 
throughout the country. Some 
of them, as pioneers in the 
crusade to control tuberculosis 
which was started as a country- 
wide campaign in 1904, knew 
and worked with Trudeau. He 
was the first President of the 
National Tuberculosis Associa- 
tion. 

At that time only five states 
were making any active effort 
to cope with tuberculosis. Now 
there are 1,550 state and local 
organizations working together, 
and during these years since 
1904 the death rate has been 
decreased from over 200 per 
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100,000 to 90.6 per 100,000. Or- 
ganized effort, education, and 
Sanatorium development have 
aided greatly in the decrease. 

The dream of the workers in 
this big tuberculosis campaign 
is to control tuberculosis and 
stamp it out as one of the chief 
causes of death. 

They need everybody’s help, 
especially in December during 
the Christmas seal sale, when 
funds are contributed to carry 
on their work in the communi- 
ties in which the seals are sold. 
Everybody who contributes is 
joining the group of men and 





women whose dreams must 
come true. 
Dune Days 
There is a peace that passeth all 
believing, 
There is a joy that maketh all 
things new— 


A happiness that leaves no room 
for grieving 
And makes me know that all 
good things are true. 


Among the sand hills I forget am- 
bition 
And all the petty strife for 
wealth and fame, 
I feel that all my hopes have 
reached fruition 
And know that life is just a 
glorious game. 


The ripple of the waves moves me 
to laughter, 
The golden sunset almost makes 
me weep, 
The moon comes up, with Venus 
following after, 
The camp-fire dies. 
has come to sleep. 


The time 


Sweet dune days, weave your 
fairy spell around me 
And purge my heart of aught 
but love and joy, 
Make me again as when this life 
first found me, 
Let me rejoice as when I was a 
boy! 
—George Burt Lake. 
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~The New Engeln Fluoroscopec Unit 


F apes your own personal satisfaction in those difficult cases, you have often 
wished for the certain and positive diagnosis which the X-Ray affords. It 
is now possible for you to fulfill this desire with a full capacity equipment for 
all of your Fluoroscopic examinations and a large part of your Radiographic 
work. This unit will fit into the available space in your office, and best of all, 
it can be secured at the price and terms which will suit your income. This 
new and complete X-Ray unit for diagnostic work occupies a floor space only 
23/’x 26’’, has asturdy 5’’ 30 milliampere transformer, a new type of overload 
relay or safety switch, milliampere meter and volt meter with soft indirect 
illumination and all of the ease of operation, quality, dependability and advance 
design tor which Engeln equipment is famous. One of the booklets describ- 
ing this new unit has been set aside for you—tell us you want it! 


THE ENGELN ELEcTRIC COMPANY 
X-Ray and Physiotherapy Equipment 


SuperR1oR AVENUE AT East THIRTIETH STREET, CLEVELAND, OHIO 


Please send me complete information on the 
new Fluoroscopic Unit 














THE PHYSIOTHERAPY 
QUESTION BOX 


For some time, we have had 
various articles on _  physio- 
therapy. All of them have 
created a great deal of interest, 
because there is no doubt that 
physiotherapy is a very live 
topic in the hospital field at the 
present time. 

It is a subject, however, on 
which we can all have much 
more information, because it has 
suffered. in the past from many 
exaggerations. 


Now that it is coming into 
common use in hospital prac- 
tice, we are seeking the truth 
and the exact scientific state- 
ment as to the scope and value 
of the physiotherapy modalities. 


We have been in communica- 
tion with a physician who is un- 
doubtedly one of the country’s 
leading physiotherapists — Dr. 
Norman E. Titus, of New York 
City. 

We asked Doctor Titus if he 
would be willing to place some 
of his knowledge on the sub- 
ject at the disposal of our read- 
ers. As usual with the true 
scientist, he is more than will- 
ing to broadcast his knowledge, 
and he suggested that our read- 
ers send in to this office their 
questions on physiotherapy, and 
that he will endeavor to answer 
them. 

Now, he has put no limit to 
the scope of the questions, and 
he asks that you be not afraid 
of sending in even the simplest 
questions, because it is some- 
times the very simple point upon 
which the best information can 
be given only by an expert. 

So you can write to this office, 
addressing your letter to the 
editor, asking anything you 


wish on the subject of physio- 
therapy, and it will be answered 
by Doctor Titus. 
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The answers will appear in the 
first possible issue following the 
receipt of your question, and 
will be published in a special 
section each month, which will 
be known as “The Physio- 
therapy Question Box.” 





THE HOSPITAL BOOK- 
SHELF 
(Continued from page 864) 


fecting of the chemical pro- 
cesses underlying the manufac- 
ture of each drug in its purest 
possible form, the carefully con- 
trolled methods of testing the 
purity and efficacy of each drug. 

Various other outstanding 
preparations which are attract- 
ing attention in the realms of 
scientific medical practice are 
interestingly discussed, notably 
Metaphen, the powerful, non- 
staining antiseptic and_ ger- 
micide; Salihexin, a distinct and 
important improvement on the 
salicylates; Pepto-Iodine, an or- 
ganic iodine derivative which of- 
fers distinct advantages over the 
inorganic iodine salts; and Po- 
tassium Bismuth Tartrate (D.R. 
L.) the superiority of which is 
based on its high degree of 
potency in syphilis, coupled with 
prompt and certain elimination 
as well as an almost complete 
absence of pain on injection. 

“The Laboratory in the Serv- 
ice of Medicine” is not merely 
an instructive booklet on an im- 
portant subject but it is in every 
sense of the word a work of art. 
It is beautifully illustrated, 
printed on good stock with an 
attractive cover and I know you 
will not hesitate to get the book 
when I tell you that it costs you 
nothing. It is yours for the 
asking. 

Why not drop a little note to 
the Dermatological Research 
Laboratories, Philadelphia, right 
now? I know they will be glad to 
send you a copy by return mail. 
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| Revelation Tooth Powder | . 


i 





and | 
Gums 





Never In Paste Form 


CLEANLINESS without injury to tooth structure | 
or tissues is the most essential necessity in aj 
dentifrice. 

INJURIOUS SUBSTANCES—as GLYCERINE, | 
GRIT, CHLORATE OF POTASH, or any COR- 
ROSIVE COMPOUND should not be incorporated | 
in the manufacture of a dentifrice. 

GLYCERINE is a depletent, it saps the moisture 
from the tissues, which naturally will recede, expos- 
ing the periodontal membrane causing sensitiveness 
and bleeding. This moisture in the cellular tissue is 

essential to the healthy condition of the membrane. | 

REVELATION TOOTH POWDER is never in 
paste form and contains none of the above men- 
tioned drugs. Give it a trial. Upon receipt of your 
card we will be pleased to mail you a can. We are 
sure the results will prove satisfactory and that you 
| will not hesitate to recommend it. 


= 
| 
| _ August E. Drucker Company [| 


i 
| 
V 


| 
2226 Bush Street ‘3 | San Francisco | 


i 
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THE IOWA METHODIST 
HOSPITAL 
(Continued from page 836) 


examined 1,056 tissue sections 
and made 5,216 other examina- 
tions. 

They have an adequate but 
not elaborate X-ray equipment 
and a portable machine which 
can be plugged in on any floor, 
outlets being provided for this 
purpose. 

In the drug room, which is in 
charge of a registered pharma- 
cist, all distilled water for the 
hospital is prepared. 


Cafeteria System in Use in 
Dining Rooms 

The cafeteria system is in use 
in all dining rooms, the nurses 
and non-technical help being fed 
separately. The serving and 
dining rooms for the nurses 
are very attractive. The serving 
room has white tile walls and is 
equipped with a steam table, 
coffee urn and eiectric toaster. 

The nurses’ dining room is 
cheery and homelike, with tinted 
walls, pictures, curtains at the 
windows, direct-indirect lighting 
and a piano at which someone 
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frequently entertains the diners 
at mealtime. 

The tables, which seat six, 
have marble tops. These are 
proving entirely satisfactory and 
make a considerable saving: on 
laundry bills, as they do not 
wash the hospital linen on the 
premises, but send it to a com- 
mercial laundry. 

Each nurse, when through 
with her meal, carries her own 
tray to the Blakeslee Niagara 
dish washer, which is in a room 
adjoining the large and well- 
equipped main kitchen. 


Physical Therapy Dept. 


The physical therapy depart- 
ment consists of four rooms 
whose walls are slabs of marble. 
Fenestrated rubber mats cover 
the terrazzo floors to keep bare- 
footed folks from slipping. A 
graduate nurse, trained as a 
physical therapy technician at 
the Mayo Clinic, is in charge. 

The first room is a dressing 
and rest room for in and out 
patients and has two beds and a 
lavatory in connection. The sec- 
ond is the hydrotherapy room 
and has a Federal-Huber set-up, 
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Hospital 


requires the assistance of va- 
ried kinds of good soaps. Palm- 
olive makes a good soap for 
every purpose. 


ead 


Whether for floors, dishes 
or hands, Palmolive makes a 
soap to suit the purpose. 
Texolive is fine for cork and 
linoleum floors. It treats 
them gently but kills the dirt. 
It is a neutral soap and ex- 
tremely soluble. The old- 
fashioned “elbow grease” is 
done away with when Tex- 
olive is used for floors and 


walls. It will not attack the 
finish. 
Whether floating, bath, 


scrub-up soaps, or the famous 
well-known Palmolive — we 
make them all. We have the 
very soap, in flakes or pow- 
der, that you eae in your 
laundry. 


We make soaps in con- 
venient sizes for all needs. 
There is a special sized cake 
for a patient whether he 
stays a day, or a week or a 
month. Here’s real soap 
economy. 


We'll Help You 


Let us go over your soap require- 
ments. We'll give you the advice 
best suited to your particular needs. 
We’ve been in the soap business 
for 60 years and we want our ex- 
ence to be of value to you. 

0 obligation, of course. Or, per- 
haps, you have what you need all 
tabulated. Then write us—today. 


tad 


THE PALMOLIVE COMPANY 


(Del. Corp.) 


CHICAGO ILLINOIS 


3415 
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Linens? 





F your linens are not as white 

after continued laundering as 
they were when new, they are 
not white enough for a first 
class hospital. 


What is more, if your laundry is 
depending upon bleach to whiten, 
you are probably losing a lot of 
money on short-lived linens. 


Escolite washes them white with 
safety. It is the one soap builder 
of real alkaline washing strength 
that is safe to fabrics and to 
colors. And it has a physical 
washing power as well. 

The Cowles Technical Man in your 
territory will gladly demonstrate, and 


help put your laundry on a “‘safe- 
white”’ basis. 


THE COWLES DETERGENT COMPANY 
548 Commonwealth Building, 
Euclid Avenue and East (02nd Street, 
COL Ohio 


ERS 5 CO rT IT TE 


i Cowles Detergent Company, sas 
ad Commonwealth Bidg., 








uelld Ave, and E. (02nd St., 
Clevelane Ohio. | 
Send copy of your new ooklet, 
“Science in the Hospital ea to 
Name. 
Hospital 





Address. 
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needle spray, tub and sitz baths 
and an electric light bath cab- 
inet. In the other two rooms 
are found a Burdick air-cooled 
ultraviolet machine; a Zolite in- 
frared generator; an Acme por- 
table diathermy outfit; and a 
McIntosh’ polysine machine. 
They do a large amount of work 
in this department. 

The ground floor also has a 
suite of rooms, consisting of a 
large and comfortable living 
room and several connecting 
bedrooms for the internes, and 
a complete orthopedic shop with 
a full-time mechanic in charge, 
where all splints, braces, etc., 
used in the hospital are made. 

The nurses’ home is up to 
modern standards and is con- 
nected with the hospital by a 
tunnel, passing under the street. 
The Nursing School is accred- 
ited by the State Board of Ex- 
aminers and has 130 students. 

A library service is conducted 
at the hospital, two days each 
week, by the Des Moines City 
Library. This work was organ- 
ized and is directed by Miss 
Rose. 


Complete Records Kept 


One full-time woman is in 
charge of the records, which are 
kept in a separate room in twen- 
ty-four four-drawer stacks of 
steel drawers, with two stacks 
of card record drawers. His- 
tories are filed in the drawers, 
chronologically, as completed, 
and are cross-indexed by names 
of patients, by diseases, and by 
the name of the attending phy- 
sician. The superintendent keeps 
a record of all work referred by 
each physician and the money 
earned by his patients and 
makes up a monthly statement 
of these items each month, 
much like the “monthly report 
of sales,” widely used by com- 
mercial organizations. 


Hospital Topics & Buyer 


The staff consists of 35 at. 
tending physicians and _ syr. 
geons; 30 associates; 4 attending 
dental surgeons; a laboratory 
director; 81 adjunct physicians, 
and 9 internes. 

Requirements for 
Rigid 

Requirements for admission to 
the staff are decidedly rigid, 
and include the signing of a 
pledge not to indulge in “fee- 
splitting” in any form. 

In 1925, 5,569 patients were 
admitted, including 2,314 surgi- 
cal cases. These patients stayed 
in the hospital an average of 


Admission 


12.3 days and received 70,565 | 


bed-days’ service. Since 1901, 
82,000 patients have been ad- 
mitted. 


This hospital maintains no 
out-patient department and has 
no connection with the local 
social welfare organizations. It 
is entirely self-sustaining, the 
proceeds of its endowment of 
$81,000—the sum of many small 


. gifts—being used entirely for 


extending and improving its 
service. Charity service is ren- 
dered to the worthy poor after 
investigation by the hospital au- 
thorities. 

This institution is approved 
by the American College of 
Physicians and is commissioned 
as an Army Reserve General 
Hospital. In any and all partic- 
ulars it ought to, and no doubt 
does, render splendid service to 
the community, the medical pro- 
fession and the nation, for it is 
one of the most closely co- 
ordinated and best managed hos- 
pitals we have seen. 





The cornerstone of the Chi- 
cago Memorial Hospital, to be 
erected at Thirty-third Street 
and the lake, in Groveland Park, 
was laid with appropriate cere- 
mony, November 3. 
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What the 
Doctors Say 


Evidence taken from quo- 
tations in various medical 
publications over a period 
of years is overwhelmingly 
in favor of Holstein milk 
in matters where the ques- 
tion of breed is discussed. 


Holstein Milk 


Medical opinion is prac- 
tically unanimous in ap- 
proving and recommend- 
ing milk with a moderate 
fat content—a 3 to 3.8 per 
cent fat range preferred. 
This moderate fat is not 
only recommended, but in 
many instances authorities 
name Holsteins as_ the 
breed producing the most 
satisfactory milk for di- 
etary purposes. 

Holstein cows, besides be- 
ing large, vigorous animals, 
produce a milk ranging 
from 3.1 to 3.8 in butter- 
fat. It is rich in minerals 
and other vitalizing ele- 
ments found in all milk 
from any breed. The mod- 
erate fat content is the im- 
portant factor in favor of 
Holsteins. 


We have prepared a 
booklet, ‘“‘What the Doc- 
tors Say,” which we will 
gladly send prepaid upon 
request. 


The Extension Service 
HOLSTEINCSFRIESIAN 


SSOCIATION of AMERICA 


230 E. Ohio St. 


Holstein Milk 


Chicago 
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Persistent Capillary 
Bleeding Controlled! 


Enthusiastic reports are 
continuing to reach us from 
all parts of the country testi- 
fying to the unusual value of 


RED U.S. Par, Op. 


in the control of Persistent 
Capillary Hemorrhage. 

“The annals of Otology, 
Rhinology and Laryngology” 
for Sept., 1926, reports a se- 
ries of 225 tonsillectomies in 
which the usual persistent 
capillary oozing was effect- 
ively controlled. 

The author, Dr. R. J. Payne, 
of St. Louis, obtained a re- 
duction of coagulation time 
amounting to 21.9 per cent in 
normal cases from “the sim- 
ple oral administration of a 
single dose” of Ceanothyn— 
a uniform solution of the 
mixed alkaloids of the plant, 
Ceanothus americanus. In 
nine pathological cases clot- 
ting time was depressed 50.6 
per cent. 

“Adjunctive treatment was 
unnecessary,” results appar- 
ent within 15 minutes after 
administration. 

Write for descriptive litera- 
ture. 


Flint, Eaton & Co. 


Pharmaceutical Chemists 
DECATUR, ILLINOIS 


Fiint Eaton & CoMPANY, 
Decatur, [ll., Dept. H. B. 


Gentlemen: 
Please send me a reprint of 


Dr. Payne’s Article. 
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SOUTHERN HOSPITAL 
NOTES 


Surgical Building Dedicated at 
Georgia Baptist Hospital 


Dedicatory services for the 
new surgical building at the 
Georgia Baptist Hospital, on 
North Boulevard and _ East 
North Avenue, Atlanta, were 
held recently before a large and 
interested audience. 

The principal speaker at the 
occasion was Dr. L. G. Hard- 
man, of Commerce, Georgia, a 
famous surgeon and at the pres- 
ent time  governor-elect of 
Georgia. 

The new surgical unit, which 
has been under construction for 
several months, is unique in be- 
ing made entirely of concrete, 
costing approximately $250,000. 

It forms the second unit in 
a series that will eventually be 
a $1,000,000 hospital serving At- 
lanta and neighboring suburbs. 





Approval Given Twenty 
Georgia Hospitals 


Full or conditional approval 
has just been given to twenty 
Georgia hospitals, it was an- 
nounced by Dr. Franklin H. 
Martin, director general of the 
American College of Surgeons, 
at a conference held recently in 
Montreal, Canada. 

Among the approved hospitals 
in Georgia are United States 
Marine Hospital No. 20, Savan- 
nah; Veterans Base Hospital 
No. 28, Atlanta; Veterans Hos- 
pital, Augusta; City Hospital, 
Columbus; Davis-Fischer Sani- 
tarium, Atlanta; Georgia Baptist 
Hospital, Atlanta; Grady Hospi- 
tal, Atlanta; John D. Archbold 
Memorial Hospital, Thomas- 
ville; Macon Hospital, Macon; 
Piedmont Sanitarium, Atlanta; 
St. Joseph’s Infirmary, Atlanta; 
University Hospital, 


Augusta; 
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Wesley Memorial Hospital, At. 
lanta; Athens General Hospital, 
Athens; Atlantic Coast Line Re. 
lief Department Hospital, Way- 
cross; Downy Hospital, Gaines. 
ville; Harbin Hospital, Rome; 
Phoebe Putney Memorial Hos- 
pital, Albany; St. Mary’s Hos- 
pital, Athens; Scottish Rite Hos- 
pital for Crippled Children, De- 
catur; Wilhenford Hospital for 
Women and Children, Augusta, 


and the Wise Sanitarium, at | 


Plains, Ga. 

The list is the largest ever ap- 
proved for Georgia by the 
American College of Surgeons, 
and indicates the steady exten- 
sion and improvement of hos- 
pital facilities in the state. 





Georgia State Nurses’ Associa- 
tion Meets 


Miss Lucy M. Hall, of Savan- 
nah, Georgia, was elected Pres- 
ident of the Georgia State 
Nurse’s Association at the close 
of a three-day convention in Sa- 
vannah recently. Miss Emma 
Dozier, of Augusta, was made 
chairman of the state Red Cross 
committee. ! 

The twentieth annual meeting 
of the association was attended 
by about 130 nurses from all 
sections of the state. 

Among the speakers address- 
ing the convention were Mayor 
Robert M. Hull, of Savannah; 
Mark Fenton, executive vice- 
president of the Savannah Board 
of Trade; Major Frank P. Mc- 
Intyre, commander of the Amer- 
ican Legion; Dr. W. R. Dancy, 
president of the Georgia Medi- 
cal Society; Dr. V. H. Bassett, 
Savannah health officer; Lieu- 
tenant Colonel W. B. Crawford, 
M. D.; Col. Reynolds Burt, com- 
mander of Fort Sereven, and 
Mrs. Charlotte M. Heilman, field 


(Continued on page 894) 
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Hos- is a Council-passed product 
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THE HOSPITAL IN HEART 
ASSOCIATION PROGRAMS 


(Continued from page 840) 


the hospital cost $3.60 per day. 
Such patients as can pay are 
charged $3.00 a day for these 
beds, and the 60 cents difference 
is cared for out of endowment 
funds. Poverty usually enters 
the home of a cardiac. 

Clinic patients in one dispen- 
sary had averaged a total dis- 
ability period of one and one- 
half years and a partial disa- 
bility of five and one-half years. 

The per capita per diem cost 
of convalescent beds is $2.00 
per annum. Suitable convales- 
cent care, then, should save hos- 
pital costs around $575,722.20. 

It would be an interesting ex- 
periment to keep costs on first, 
second, and third weeks of 
treatment in several large hos- 
pitals as a measure of possible 
economies through the earliest 
possible withdrawal of the pa- 
tient from the acute wards. 

This would increase the use of 
the hospital in directions to 
which it is best adapted and 
would be to the best interest 
of the patient. 


Heart Disease Often Involves 
Children 


Institutional care of heart dis- 
ease so often involves children 
that open air schools, schools 
for crippled children, and hos- 
pital schools must be consid- 
ered in any proper estimate of 
its cost. 

In Chicago, medical work in 
the schools is largely a volun- 
tary service and the reported 
outlay is only a fraction of ac- 
tual costs. Day schools else- 
where of the open air type and 
special schools for cripples cost 
about $350 per year per pupil. 
Hospital schools vary accord- 
ing to amount of. teaching and 
research work done, but these 
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Occupational Therapy, © Presbyterian 
Hospital 


would cost at least $500 per year 
per pupil. 

The home care of cardiacs by 
the Visiting Nurse Association 
and by the specially trained 
workers sponsored by the Chi- 
cago Heart Association figures 
in the total costs, but does not 
enter into calculations of mini- 
mum costs for efficient institu- 
tional care. 


The whole situation will not 
be economically handled until 
hospitals go more minutely into 
cost accounting and pool the re- 
sults of their experience in the 
interest of better community 
service. 


American Heart Ass’n Program 
Emphasizes: 


The ideal community program 
of the American Heart Associ- 
ation places more emphasis on 
ambulatory patients and_ the 
means of keeping them active 
than on bed care for relapsing 
patients or prolonged convales- 
cents. 

Modern cardiology leaves 
clinical matters to the clinical 
man and social ways and means 
or organized endeavor. 
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Combat 
ACID INTOXICATION 


WITH 


KALAK WATER 


(Sparkling ... Aerated . . . Palatable) 


The Strongest Alkaline Water 
of Commerce 


{SPECIAL PRICE TO HOSPITALS } 


KALAK WATER CO. 


6 CHURCH STREET NEW YORK CITY 














The Battle Creek 
SOLAR ARC LAMP 


Consider These Features: 
. Wide Therapeutic Range. 


. Combined values of ultra-violet and 
infra-red rays. 


. No danger of tissue burns. 
. Compact and convenient to operate. 








. Operates on alternating or direct 
current—no special wiring required 


- Costs only $120. 








Send for Illustrated Bulletin and 
Easy Payment Plan 


PHYSICAL THERAPY EQUIPMENT CO. 
Sales Agents for 


SANITARIUM AND HOSPITAL EQUIPMENT CO. 


Originators of the Therapeutic Arc Lamp in America 
Battle Creek, Mich. 
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Dr. A. J. Chesley, in the Amer- 
ican Journal of Public Health 
July, 1926, discusses official ac- 
tivities and presents an inter- 
esting bibliography. His most 
urgent suggestions are to make 
rheumatic fever reportable and 
to survey facilities for institu- 
tional care. 

Dr. John D. MacLean, in the 
American Heart Journal of Oc- 
tober, 1925, presents a state- 
wide plan for hospital care in 
the treatment and prevention of 
heart disease and outlines a 
technic for appraising existing 
facilities for their possibilities 
in this direction. 


Heart Disease Ranks First as 
Cause of Death 


The fact that heart disease 
now ranks first as a cause of 
death and is increasing, places 
heart disease first in a public 
health program. 


One death in seven in Chi- 
cago in 1923 was from this 
cause. One death out of five 
in New York City is from heart 
disease, according to October, 
1926 reports. 


Dr. Alfred E. Cohn, of the 
Rockefeller Institute, comment- 
ing on the increasing death rate 
within the chronic groups, says 
with regard to heart disease that 
research programs must study 
(1) the natural history of the 
disease; (2) its duration to see 
if it can be modified; (3) the 
influence of social and economic 
environment; (4) the bearing of 
age upon recovery; (5) the pa- 
tient himself and his reactions 
to the disease and to treatment, 
and (6) rational therapeutics 
for each group—infectious, de- 
generative, senescent, and neu- 
rotic—with appropriate means 
for consistent treatment. The 
hospital is the logical center for 
far-reaching inquiry into this 
question. : 


4 
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NOTES AND QUERIES 
By Edward Swallow 


Lice in Mice 

Laboratory investigators will 
be interested in A. Compton’s 
remarks (Veterinary Journal) 
concerniny lice on mice, a com- 
mon problem to be met by 
breeders of animals for labo- 
ratory purposes. 

After trying a number of 
substances to destroy lice on 
these much used animals, a 
solution of salicylidene M- 
toluidine and_ salicylidene P- 
amino benzoic acid was found 
to be very. effective. 

The former substance was 
dissolved in petrol, a one per 
cent solution being made. Fol- 
lowing painting with this solu- 
tion the mice were observed 
next day to be remarkably 
lively and clean. 

The second compound was 
made into about a one per cent 
solution using equal parts of 
alcohol and petrol, and _ this 
yielded even better results. 

The treatment can be carried 
out as follows: With a small 
cotton-wool swab, the affected 
animals are painted daily, as oc- 
casion demands, over the sites 
where the lice are observed to 
lodge or over the entire body 
if needed. 

The mice are not affected by 
this treatment. the only appar- 
ent results being the leaving 
of their coats slightly stained 
yellow by the chemicals used. 





Chemical Differences of Races 


Using solutions of particular 
aniline dyes, hydrochloric acid, 
permanganate of potassium, 
etc., Manoiloff, a Russian scien- 
tipt, claims that he can distin- 
guish the differences existing 
between the blood of Jews, 
Russians, and Ukrainians. 
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As Good as 
FAICHNEY’S 


Suggests that you try 
the thermometers that 
others try to imitate. 


FAICHNEY’S 


Improved Ther- 
mometers reduce 
breakage to a mini- 
mum _ because the 
tip is a short sturdy 
bulb; the entire ther- 
mometer is made of 
super -tempered 
glass (an exclusive 
Faichney process) of 
surprising durability. 
They are absolutely 
accurate and will 
outlast four ordinary 
thermometers. They 
are extremely sensi- 
tive, quick register- 
ing and easy to re- 
Set. 

Our guarantee that 
3 dozen FAICH- 
NEY’S Improved 
Thermometers will 
outlast one gross of 
any other thermom- 
eters in actual use, 
means saving money 
for the hospital. 














Price $12.00 per dozen 


eB te 


FAICHNEY 


Instrument Corporation 
WATERTOWN, N. Y. 


(Pronounced “Fack-nee”) 











SERVICE 
THAT 
MEANS 
SOMETHING 





By R. E. Amoss, 
Secretary and Treasurer, 
Frank S. Betz Company, 

Hammond, Ind. 


Service is an over-worked 
word and an _ under-worked 
fact. Many people shout 


“Service” before the sale, but 


forget it after the contract. 


In the Betz organization 
we have been living up to 
the real spirit of service by 
not talking too much about 
it before the sale but giving 
a lot of it after you become 
a customer. 

Some time ago, without any blare 
of trumpets, we opened a service 
branch in New York City. Be- 
cause of what we brought to the 
hospital in the great metropolitan 
district, this has been a tremendous 
success—so much so that we have 
had to move it into much larger 
uarters at 348-352 West 34th 
treet. If you are located within 
sight and sound of Manhattan, we 
invite you to make this your head- 
quarters for supplies, equipment, 
and Service. 

_If you are located in the Chicago 
district, we have a service branch 
at 

634 SOUTH WABASH AVE. 


If you are located in the South- 
land, our Dallas office is at 


SANTA FE BUILDING 
for your service. 


But if you are located in some 
part of the great “rest of the 
country,” we can give you Service 
in just as unstinted measure direct 
from our headquarters at 


HAMMOND. INDIANA 


FRANK S. BETZ COMPANY 
HAMMOND, INDIANA 
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No difference from the Rus- 
sian was noted in children from 
intermarriage between Russians 
and the yellow race. 





Method of Making Silver 
Nitrate Pills 


Replying to a Pharmacist cor- 
respondent concerning Mar- 
shall’s method of making pills 
of silver nitrate or potassium 
permanganate, we have much 
pleasure in giving same. 

The powdered drug (this ap- 
plies to either silver nitrate or 
potassium permanganate) is 
mixed with the requisite 
amount of kaolin; half as much 
anhydrous sodium sulphate as 
kaolin is added, and, after mix- 
ing, the whole is massed with 
about the same weight of dis- 
tilled water as of sodium sul- 
phate. 

During the operation the mass 
must be kept above 33° C. 
until the pills are finished, the 
reason being that 33° C. is 
a critical temperature for so- 
dium sulphate, and above that 
temperature the sodium sulphate 
exists in the anhydrous form; 
hence the water is free, and the 
mass is a plastic one. 

Below this temperature the 
sodium salt becomes hydrated, 
crystallizes out and the pills 
rapidly become hard. This 
method is a good one to use 
with either silver nitrate or 
potassium permanganate, as the 
pills disintegrate quickly, owing 
to the ready solubility of this 
salt in water. 





CHILDREN’S HOSPITAL 
DEDICATED 

The new Children’s Hospital 
Building of Cincinnati was dedi- 
cated November 18, and will be 
ready shortly. It contains 150 
beds and is most modern in 
equipment and structure. 
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PRINCIPLES OF HOSPITAL 
ORGANIZATION AND 
MANAGEMENT 


(Continued from page 858) 


times must be provided for their 
instruction along technical lines. 

Not all eminently successful 
clinicians are equally capable 
teachers, and in selecting the 
faculty for the training school, 
those who possess the faculty 
of imparting knowledge should 
be thus employed, and along 
the lines of work with which 
they are most familiar. Prop- 
erly equipped classrooms should 
be used for this purpose and 
sufficient time should be so al- 
lotted. 

No scientific worker is ade- 
quately equipped without a 
working knowledge of labora- 
tory technic in his particular 
line. To this end, every nurses’ 
training school should provide 
facilities for laboratory work in 
elementary physiologic chemis- 
try and bacteriology, dietetics, 
practical obstetrics on the man- 
ikin, bandaging and any other 
subjects deemed needful and ex- 
pedient. 

Upon graduation from a train- 
ing school the nurse should be 
a woman of character, judgment 
and ability; dignified, without 
being austere or unfriendly; but, 
above all, possessing a wide and 
all-embracing sympathy and an 
eagerness for unselfish human 
service. 

To reach these high ends, 
much depends upon the innate 
abilities and character of the 
students, but more upon the au- 
thorities of the hospitals which 
train them. 

It therefore behooves the ex- 
ecutive heads of our hospitals 
to so arrange and use the facil- 
ities of the institutions under 
their charge that they may be 
utilized to the best advantage 
of all concerned, for the prepa- 
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ty ering the improvement of your present installation? 

Is your equipment giving you satisfactory results? 
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ration of that little army of de- 
voted women who go out every 
year to engage in hand to hand 
warfare with disease and death 
in the front line trenches which 
are the sick-rooms of the af- 
flicted ones all over our land. 





RESEARCH ON SURGICAL 
SUPPLIES . 


According to Dr. E. R. Weid- 
lein, Director, Mellon Institute 
of Industrial Research, Univer- 
sity of Pittsburgh, the firm of 
Johnson & Johnson, manufac- 
turer of surgical supplies, New 
Brunswick, N. J., has_ estab- 
lished at the Institute a Fel- 
lowship that will study the 
exact requirements of surgeons 
and other medical specialists in 
the way of sundries, with the 
joint aim of developing new 
supplies that are needed and of 
standardizing the products now 
in use. 

An investigation will also be 
made of the processes of reno- 
vating used supplies, and sev- 
eral other Industrial Fellow- 
ships of the Institute will coop- 
erate in devising satisfactory 
procedures. Dr. Frederic H. 
Slayton will be in direct charge. 

The Fellowship will be oper- 
ated in a totally unbiased and 
independent manner, in accord- 
ance with the Mellon Institute 
system, and all its investiga- 
tions will be conducted primar- 
ily for the benefit of the public. 

It is the plan to report the 
results in appropriate periodi- 
cals as the various phases of 
the studies are concluded. 

In carrying on this work, Dr. 
Slayton and the _Institute’s 
Executive Staff invite the con- 
currence of all interested 
organizations. They are especi- 
ally desirous of securing the 
close collaboration of hospital 
executives and of members of 
the medical profession. 


Hospital Topics & Buyer 


SOUTHERN HOSPITAL 
NOTES 


(Continued from page 886) 


secretary for the American Red 
Cross. 


The convention recommended 
that executive steps be taken to 
assure that a high standard of 
nursing be maintained in this 
state; that steps be taken to se- 
cure a renewal of the charter of 
the local association, and that 
the name be changed to the 
“Georgia Nurses’ Association.” 
The latter recommendation will 
require a constitutional amend- 
ment, but no difficulty is ex- 
pected in securing this action. 





STUDY AND VALUES 
(Continued from page 846) 


Are they the ones where the 
management began to “die at 
the top” five or ten years ago; 
or the ones where everybody 
about the place is keenly alert 
to give the public a bigger and 
better service? 

Foolish question No. 7,476! 

“You can’t fool all of the peo- 
ple all of the time.” If you 
want to have a thriving and 
prosperous hospital, with all 
debts paid and a low mortality 
rate, you'll have to study and 
work at the job—study and 
work hard every day. No mat- 
ter how small your beginnings 
were, you can go anywhere you 
want to go with the thing if 
you will study and work and 
deliver the goods. 

Remember Emerson’s immor- 
tal remark about the superlative 
mouse trap! 

If you haven’t been doing 
this right along you can’t begin 
any sooner. Give the people 


what they want and they will 


gladly pay for it—but you must 
study to learn what they want 
and how to give it to them. 
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Opportunities 











SPECIAL ATTENTION—TI furnish 
all kinds of Nurses, Pupils, Tech- 
nicians, Physicians, Attendants, In- 
ternes — in fact ALL kinds of help 
for Institutions. Also furnish positions 
to all kinds of Nurses, Physicians and 
Institutional employees. Also sell and 
furnish physicians’ practices, locations, 
partnerships, positions, etc. Established 
1904. Gilt edge references. Special 
plans. F. V. Kniest, P., Peters 
Tr. Bldg., Omaha, Neb. 





“NEVERSSLIP” Navel Ligt., in JAR 
$36.00 per Gross; 1/12 Gross $5.00 of 
Jobber—Delivery free. ““Nss”” Lab- 
oratory, Wenona, III. 





WANTED — Physician qualified to 
do literary and similar work. Must 
be capable of translating readily from 
the German language. Full time. Not 


over 40. Permanent position High 
class pharmaceutical firm. Splendid 
Address 


opportunity for right man. c 
B. C. W., care Hospital Topics & 
Buyer. 





(a) Supervisor for obstetrical de- 
partment; will have some supervision 
in children’s ward but major duties 
will consist of obstetrics; 40 to 50 
patients daily; southern location. (b) 
Surgical Supervisor; 75-bed southern 
hospital; would not be required to live 
on hospital grounds; hours are her 
own; may come and go as she pleases 
as long as work is done; is given 
plenty of assistance. 438 Medical Bu- 
reau, 822 Marshall Field Annex, Chi- 
cago. 


(a) Day supervisor; 50-bed hospital; 
active obstetrical and accident service; 
no training school; $100. (b) Floor 
supervisor; 150- bed southern hospital; 
starting salary $110. (c) Supervisor 
for night duty; will have charge of 
emergency operations; care of acci- 
dents; and preparing of general sup- 
plies; 250 beds. 439 Medical Bureau, 
822 Marshall Field Annex, Chicago. 


(a) Dietitian for medium-sized hos- 
pital; state curriculum requires con- 
siderable teaching and general knowl- 
edge of obstetrics; must have teaching 
ability. (b) General duty nurse for 
children’s department of California hos- 
pital; salary is open. (c) Instructress; 


must be experienced and a graduate of 
one of the better schools of nursing; 
100-bed hospital; training school of 45 
students; well ‘equipped class rooms 
and new nurses’ home; very minimum, 
$125. 440 Medical Bureau, 822 Mar- 
shall Field Annex, Chicago. 
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(a) Anaesthetist; must be willing to 
help with the records and assist in 
making supplies in the operating room; 


40-bed hospital; middle western me- 
tropolis. (b) Housekeeper; 100-bed 
hospital having tuberculosis and con- 
tagious departments; no teaching re- 
quired; older woman preferred; more 
actual housekeeping than dietetic work; 
$100. (c) Physiotherapist ; preferably 
someone with knowledge of electrical 
treatments and diathermy; excellent 
connection; Chicago vicinity. 441 
Medical Bureau, 822 Marshall Field 
Annex, Chicago. 





AS REGARDS HOSPITALS 
WE HAVE IMPROVED 
“SOMEWHAT” SINCE 
THE EIGHTEENTH 
CENTURY 


In the recently published book 
by Louis Ducros entitled “French 
Society in the Eighteenth Cen- 
tury” there is an interesting pas- 
sage which describes in a few 
words the “humanitarian” manner 
in which the chief Paris hospital 
was conducted in 1788. 

To quote: “Six patients were put 
in one bed, three at one end and 
three at the other, so that the feet 
of the former toufched the should- 
ers and faces of the latter, and 
vice versa. For want of room they 
could not lie on their backs, but 
had to sleep on their sides; but 
did they ever sleep?” 





HOSPITAL 
AMALGAMATION 


The Clara Barton and Holly- 
wood Hospitals united recently. 
The new organization will be 
known as the Hollywood Clara 
Barton Memorial Hospital, 
Hollywood, California. 
wing, being constructed, will be 
completed in the spring. 


The new 
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MEAD'S COD LIVER OIL 








Suggested Dose 


Prophylactic Pediatrics Babies two weeks old, 


V4 teaspoonful twice daily, 
Physicians and Scientists have proved ae prnosnens = jail 
that early rickets in infants is extremely me pe 4 a 
common and may be detected by the “pry; mons Oo 


: Full teaspoonful 3 times daily. 
X-Ray long before Crinicau evidences ¢;. onths and over, 
are seen. 


114 teaspoonfuls 3 times daily. 
As a preventive, these workers recom- 

mend sunshine and daily doses of pure, 

biologically tested Cod Liver Oil of 

known origin and potency such as 

Meap’s because its Vitamine D content 

is guaranteed. 


MEAD JOHNSON & CO. id 
Ev.nsvitie, INDIANA Gea — 


U.S.A. 


Z 
MEap JouNSoN & Co., Evansville, Ind, 


4 Send literature and sampl f 
Standardized Cod Liver Oi oe 


For private practice [] For clinic 0 
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WAPPLER ELECTRIC COMPANY, INC. 


General Offices and Factory, Show Rooms, 


LONG ISLAND CITY, N. Y. 173 East 87th St., New York City 
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TIMELY 
BIOLOGICAL SUGGESTIONS 


. 


SMALLPOX VACCINE VIRUS, LILLY 
Gives a Maximum Percentage 
Of «Takes” in Primary Vaccinations When Proper 
Storage Conditions Have Been Observed 


~ 


DIPHTHERIA ANTITOXIN, LILLY 


A Product of High Potency, Small Volume 
Low Solids; Carefully Tested, Accurately Standardized 


PNEUMOCOCCUS ANTIGEN, LILLY 
A Distinct Aid in the Treatment of 


Pneumococcus Pneumonias Without Preliminary 


Typing; Small Doses, Given Subcutaneously 


Negligible Reactions 


‘Physicians’ Inquiries Invited 


ELI LILLY AND COMPANY 


‘Research and “Producing Chemists 


INDIANAPOLIS, U. S. A. 


ESTABLISHED 1876 

















